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NOTIOE 
The undertoontioned Gazettes of India Extraordinary were published during the wook onding the 3 et August 1949 : 


UN 


. No . 


No, Anil Date 


Ianied by 


Suhject 


1 


No. 164 - T/A (1)/47, dated the 23rd Auget 
Ir40 , 


Ministry of Commerce . 


. 


Resolution re appli ations for Ayuintanos 
or protection received from the Fountain 
pon ink induatry referred to the Tariff 
Board for investigation . 


Government of India ( Third Amendment) 
Aot , 1049 , 


2 | Aot No. IV of 1949 , dated the 24th August | Aljni-try of Law , . 

1949 . 
No . 1.CA (1)/49 , dated the 23rd Auguut Ministry of Commerce . 

1949 . 
No. LR -60 (47), dated the 24th Augurt, Ministry of Labour . 
1949 . 


. 


. 


Amendment to the Chartered Accountants 
Rogulations, 1949 . 


. 


. 


Appointment of Mr. N . Chandrasekhara 
Ayyar , Retired Judge of the High Court 
of JudioAture, Madras A4 A mombor of tho 
Industrial Tribtinnl. 


No. 25-ITO /49, dated tho 25th August | Vini-try of Commerce . 
1949 . 


. 


. 


Cancellation of the Open Goneral Licence 
No . XV jngued by the Central Govern . 
ment. 


No . 26 - ITC /40 , (lated the 20th 
1949 . 


August 


Ditto 


. 


. 


. 


. 


. 


Publication for general information the 
Opon General Livonoe No. XVI igeued 
by the Central Government. 


Ordinance No , XXI of 1949 , dated tho Ministry of LAN , 
26th August 1949 


. 


TAXAtlon LAW (Extention to Merged 
Staten ) Ordinance , 1949, 


7 


No , Ol -CW ( 10 )/48, dated the 28th August 

1949 . 


Minujntry of Commerce . 


, 


. 


, ! 


Further Amendments in the late Depart 
ment of Commerce Notiflcation No 91 
CW ( 1 ) 45, dater the Srd Novomber 
1946 . 


8 | No , F ,- 18 ( 42 )- P / 40 , dated the 28th August 

1949 . 


Ministry of Finance 


. 


. 


. 


. 


Bombay Industrial Court Payment of 
Bonga (National faving : Certifiontos ) 
Rules , 1049, 


Copies of the Chazottos Extraordinary montionod above will be applied on indent to the Manager of PubHgations. Coil Linou , Delhi 
Indents whould be mbroitted Ho mi to reach the Manager whhin ten dayt of the date of idea of this Gazette . 
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PART I - Section 1 
Goverament of India Notifications relating to Rulog, Regulations and Orders , and 

Kesolutions ( other than the Ministry of Defence ) 


OONSTITUENT ASSEMBLY OF INDIA 

New Delhi, the 20th August 1910 
No . 0A /43 / 3 ) / Sor /49. - Shri E . John Philipos , a rey) 
losentative of the United State of Travancore and Cochin 
in tlin Constituent Assembly of India , has lewigned luis 
inembership of the Constituent Augenbls 

New Delhi, thep 26th Tugust 11149 
No. OA / 8 / 8er / 49 . - A vacancy having oocuriod in the 
l oustituent As- tubly of India by reason of the resignit 
tion of Shri S . Radhakrisluan , a member elected to the 
said Assembly by the General part of the U . P . Legiadaka 


tive Assembly , the President of the Constituent Assembly 
18 pleased, in pursuance of the provisions of sub -rule ( 1 ) 
of rule 5 of the Constituent Assembly Rules , to call upon 
the above Constituency to elect , in accordance with the 
said Rules , 21 person for the purpose of Alling the sad 
Vuicancy . 

New Delhi, the 27th August 1943) 
No. 0A /43 ( 3 ) / ser / 49 . - Shri P . T . ( backo bus been 
duly chosen as a representative of the United State of 
Travancore and Cochin in the Constituent Assembly of 
India vice Shri E . John Philipose , resigned . 

S . N . MUKIRJEE , Joint Secy . 


MINISTRY OF HOME AFFAIRS 


Norr Delhi , the 2016 August 1949 


Home Department, No. F . 9 - 19 / 30 - Est ., dated the 27th 
Fehriy 1032 , numely : 

In the Schedule appended to the suicl Rules , under 
heni " Finance Department and the sul -head " Audit and 
Accounts Department under the liencing " Clerical Service 
( including Slanographers, Typists , Record ( lerky , Carliers , 
Sortery , Q11:1lity and Quuntity checkers , un attenders in 
the office of the Deputy Accountant -General Hosts and 
Telegraphy , Madras , etc., etc. ) " and sub lending " (e ) Posts 
und Telographs Branch " for the entries relating to Bruneli 
Audit Ofices the following entries alall be substituted , 
ancy : -- 


No. 7 / 20 / 49 -Ests . - In exercise of the power s conferred 
by mpction 241 of the Government of luce Act, 1935 , the 
Governor Cieneinl in pleased to direct that the following 
further endinent shall lve , runde in the Rules published 
with the notitication of tlie Gosmanent of India in the Inte 


" (I) Brunh Audit Omves other Doputy Accountant-Generul, 

Deputy mountait - Gerc7 , (1) troubyt .Georol Pris 
than the offices of the Posts anrl Tulegraphs, Deputy Poyt All Telographs, Deputy (11 ) 97 l Telugriiphs, 
Deputy Accountani Accountant- Gezoril , Postal 4ocountant - Gozeral, Postal & 
Ceneral, Posts 121 Tele . Life In9Uradne, 

Life Insur." 700 , 

( iv ) 
graphy, Croutta , Antho 

or 

OT 
Deputy Avoountrit - Con - truonts Omror, Telograph ( horl 1ooounts Other , Telegraph ( hock 
oral. Poate on Telegraphe, Office , 

Omve . 
Delhi 

Aocongtugt Geura , Posta un 411 Autitur.General 

Telegruplis. 
( in ) OA04 of tho Deputy Doputy 1000 mnt int - Cleners!, Deputy 44001120.2.4t- Ge rural (1) trollit Z -Gent ! Patt 

Arvuiltnt-Conard Post Postkal Telegraphs , Calcutti, Pontian Telaya.yphy, lutti to y ? Telegu play . 
anl Tolegraphs, Caloult . wil Deputy 1101122tart -Gel 
uzr the Deputy Jonount 01.31. Punts wil Tolegrapb . , Toputy duroutuut-Gezoril, 
Qat- General, Poata and Dell 

Posta 121 Telegrapha, Dolhi. 
12 Tolegraphs Delhi 

4000wtunt-Genera , Posty 0211 All Awitor Cteneri ! 

Telegraphs. 


- 


- 


mlib -bead " Indian l osts und Telegraphis Deprelt 
ment" for the wordy “ Senior Deputy Director 
General " or the words and letters " Denickr 
Director General, T . S . E . ” or the words 
puhy Director General, Telegraph Striff und 
Establishinent" , wherever they occur , the words, 
brackets and lottors “ Deputy Director Gellerud 
( S & } )" shall be substituted . 


- - 
02 Delhi, the 29th Aug 18t 1949 
No . 7 / 21 /49 - Ests . In exercise of the powers contenere 
by section 241 of the Governmeut of India Act , 1985 
the Governor General is pleased to direct that the follow 
iny further ruhendment will be made in the Rules 
published with the notification of the Government of 
India in the late Homo Department , No F . 9 - 19 / 30 - E to , 
dated the 27th February , 1932, namely 
In the belielule amnexed to the said Rules, under the 

herd “ Department of Communications and the 
- - -- - - - - -- - - - - - - - - - - - - - - - - - 

MINISTRY OF EXTERNAL AFFAIRS 

New Delhi, the 26th August 1949 
No . 295- PL .- - 01, the 13th August 1949 , His Excellenes 
the Guvernorn( renerul received His Exrošlenley Mohammed 
Salin Al-Rrındhi, who progented his letters of Credence ils 
Envoy Extraordinary and Minister Plenipotentiary of lrig 
to India . 

T . J . NATARAJAN , Under Secaxi 


N . L . NAGAR , Under Secy . 
- - - - - - - - - - - - - -- - - - - - - - - - 

MINISTRY OF STATES 

Nerr Delhi, the 19th August 1949 
No . 187 - J . - In exerciso of the powers conferred by 
section 4 of tho Extra Provincial Jurisdiotion Act , 1947 
(XLVII of 1947) and of all other powers ( nabljeg it in 
thut behull, the Central Government is pleased to direct 
that the Central Excise and Sult Act, 1944 ( I of 1944 ) 
and the Centrul Excise Rules , 1944 shall apply to Sirohi 
subject to the following niodifications namely : - w 

( 1) For the words " the proviuces of India " wherever 
they occur in the said Act or the said Rules , the word 
" Sirohi shall be substituted . 

(2 ) Sub -sections (2 ) and ( 9 ) of section 1 of the said 
Act shall be omitted , 

(8 ) Sub-rule (2 ) of rule 1 of the said Rules shall be 
omitted . 


Ne! Delhi, the 2017 August 1949 
No. 296 - HA] : - In plerise of the powers coufrired by 
sub -section ( ) of section 8 of the Prusilent Finds det. 
1925 (XIX of 1925 ), thu Centrul Government is pleased 10 
direct that the provisions of the said art hall apply and 
shall be deemned aloys to live applied to the Provident 
Fund established for the benetit ot the einployees of the 
Port Haj ( ommittee , Borubus 

S . K . BANERJI, Dy. Seexi 


sch 


- 


- - 


- 


- - 


- 
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( 1 ) After yub - clause ( t) of clanne ( 11) of rule 2 of the 

of the suid enaciments or rules made thereunder, 
Murid Tulos , the following sub - clause shell be inserted 

are hereby confirmed and shall baro cffect ay it 
mely : 

made or issued under the corresponding provisions 
" (8 ) in Sirohi, The Collector of Central Excist , 

of the suid Act and the said Rulce. 
Boubay ." 

3 . Any court may construe the said Act and the said 
( 5 ) Rule 294 of the suid ſtules shall be omitted . 

Rules with such modifications, not affecting the substance , 

ay inay be necessary or proper in order to adapt them to 
. The said Act and the said Rules supersede the correo the mutter beforo the Court . 
ponding State enactinent or rules made thereunder , (by 

( . GANESAN , Dy. Secy . 
simtever nume called ) nt plement 112 force in Sirohi. 
Provided that 

New Delhi, the 19th Augist 1949 
( i) all proceedings taken under any of the enactments No. 188 - P . . - In exercise of the powers conferred by gec 

or rules inade thereunder which were in force in tio 217 of the Governmeut of India Act , 1935 , the 
Sirohi and pending at the commencement of this Clovernor General after communication with the Raj 
Order shall be continued as if they had been 

Prumuklı of the Patiala and East Punjab States Union , 
taken under the Collesponding provision of the is pleased to declare the High Court of the spid Union to 
said Act or the sail Rues ; and 

be a High Court for the purposes of seclion 207 of the 
(ii ) all appointments , clelcgutions, notiticalions. BALCI Act . 
orders, made or issued by or in pursuance of any 

A , B , CHATTERJEE , Joint Secy . 


- - 


- - 


- 


MINISTRY OF FINANCE 

Ver Delhi, the 24th August 1941 
No . D . 10200 -9 .149 .- -Seitement of the Affilia of the Reserve Bank of Inulin , its on the 19th August 1949 

BANKING DEPARTMENT 


. 


LIABILITIN 


Ro 


ASSET 


Ro. 


. 


. 


. 


5 ,00 ,00 ,000 


. 


. 


33 ,52, 09 ,000 


Capital paid up . 
Rosorve Fund 


. 
. 


. 
. 


. 
. 


$ , 00 , 00 , 000 


8 , 88 ,000 


1 ,67, 000 


reponit : . 


03, 44,000 


(a ) Government 


. 


Noton . . . . . 
Rupes Coin 
Subsidiary Coin . . . 
BIU Prohased and Discounto - 

(a ) Intorna ? . . . . 
(6) External . . . . 

(c) Government Treasury Bills , 
Balances held abroad * . . 
Loans and Advances to Government. 
Othor Loans and Advance! . . 
Investmonto . . . . 
Other Awot 


( 1 ) Central Government , 


103, 76 , 38 , 000 


1, 13 , 95,000 


18 , 98 , 20,000 


157 ,70, 10 , 000 


(2 ) Othor Governmonts . 
(6 ) Banko . . 

(o) Othon . . . 
Rillo payablo . . . 
Other Liabilitier . . 


, 
. 


. 
. 


. 
. 
. 
. 


. 
. 
. 
. 


. 
. 
. 
. 


. 
. 
. 
. 


$ 8,03,70,000 
81,52 ,98,000 
3,50, 35 ,000 
3,78,58, 000 


3 ,68 ,00 , 000 
9 ,60,24,000 
83,03, 95 ,000 


2 ,64,05,000 


Rupena 


391,957, 30,000 


Rupees 


, 


291,67, 30 ,000 


* Includes Cash and Short-term Soourities , 
An Account pursuant to the Reserve Bank of India Aot, 1934 , for the week ended the 19th day of August 1949 . 

ISSUE DEPARTMENT 


LIABILITIME 


Ro. 


R # . 


Asabte 


Ro. 


Re. 


Noton held in tho 

Departn .ent . 
Notar in ciroulation . 


Banking 

. 
. . 


33 ,62,99,000 


40 ,01,71,000 


1101, 03 ,00 ,000 


A .- Cold Coin and Bullion : 

(a ) Hold in India . 
(6) Held outside India 
Foreign Soouritios , 


. 
. 


625,34,38 ,000 


bulal Notes issued 


. 


. 


. 


1134 ,38 ,8.5,000 


Total of 1 


. 


885,38,09,000 
50, 43, 94 ,000 


B . - Rupo . Obin 


, 


, 


, 


418 , 76 , 62, 000 


Govaramont of India Rupo. 
Soutier 

. 
Tutoral Bills of Archange 
and other commerddol 
Popor ) 

. . 


Total Liabilities . 


1134 , 58 ,65 ,000 


Total Amba 


1134 , 50 65,000 


Ratio of Total of A to Llabilities : 59 . 145 por cont: 


Dated the 24th day of August 1949 . 


B RAMA RAU , Governor 
K . Q . AMBEGAOKAR , Addl. Secy . 


les 
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New Delhi, the 23rd August 1949 
No . 19 (3 ) - E . IV /47 . - In exercise of the power conferred 
by clause ( a ) of sub -section ( 2 ) of section 241 anů clause 
( a ) of Section 247 of the Government of India Act, 1935 , 
the Governor General is pleased to direct that the follow 
ing further amendment shall be made in the Fundamental 
Rules, namely : 

For clause ( b ) of rule 53 of the said Rults, the follow 
ing clause shall be substituted , namely :--- 

" (b ) In the case of a Government servant other than 
that mentioned in Clause (a ) , for the first year ni suis - 
pension , subsistence allowance at an amount equal to 
the leave salary which the officer would have dran ) , 
under the leave rules applicable to him , if he had been 
on leave on half pay or on half average pay , and for any 
period subsequent thereto at three quarters of such an 
aniount . 

Provided that the Government servant under suspen 
sion may be granted in addition any compensatory allow . 
ance ( e . g . dearness allowance , house rent allowance, etc .) 
of which he was in receipt on the date of suspension , to 
such extent and subject to such conditions as the suspen . 
ding authority may direct . 

Provided further that the amount of dearness allowance 
does not exceed the amount admissible as such on the 
subsistence allowance paid from time to time. 

R . D . BALVALLY, Dy . Secy . 


MINISTRY OF FOOD 

RESOLUTION 

l ew Delhi, the 27th August, 1949 
NO. PY -623 ( 6 ) / 49 . -- The Government of India have 
lueen receiving complaints from time to time from varioli: 
Lections of the public that the quality of foodgrains 
i- sueli to consumers in rationed areas is bad and also that 
the prices charged are high and out of proportion to the 
prices paid for procuring the grains. The Government of 
India are , therefore , pleased to appoint a Committee with 
the following terms of reference : - - 

( 1) Whether the arrangements made by the Provincial 
Governments / States / Administrations for the transport of 
imported gain received from the Government of India to 
the storage or consumption centres are satisfactory and 
economical and in particular ensure minimum losses in 
transit and wastage. 

( 2 ) Whether the arrangements by the Provincial Gov 
truments / States/ Administrations for procurement and 
transport of local grain are satisfactory and economica). 

(3 ) Whether the arrangements made by the Provincial 
Governments , States Administrations for distributul of 
grain to the wholesaler and the retailer are satisfactory 
and economical. 

(4 ) Whether the arrangements for the storage and the 
conservation of both imported and local grain are adequate 
and ensure maintenance of good quality of grain . 
Whether the storage godowns are suitable and arrange 
ments for inspection , elimination of infestation and 
cleaning of grain before issue are adequate. 

(5) Whether the quality of grain finally reaching the 
consumer is satisfactory and the arrangements leave 110 
scope for adulteration , short issue , etc . 

(6 ) Whether the various additions made by the Provin 
cial Governments /States /Administrations to the procure 
ment or purchase price of foodgrains either for services 
like transport , milling , etc , or for overheads like establish 
ment and commission to middlemen , etc . are not excessive . 
2 . The Committee will consist of the following : 

1 . Shri L . K . Maitra, Chairman . 
2 . Shri Thirumala Rao , Member. 
3 . Shri V . C . Kesava Rao , Member . 
4 . Shri P . D . Himatsingka , Member . 
5 . Shri Satish Chandra . Member. 

6 . Shri S . K . Mirchandani, Member- Secretary . 
3 . The Headquarters of the Committee will be at Nery 
Delhi, but with a view to examine conditions prevailing 
in various Prorinces / States , they will visit such Proud 
rinces / States as they consider necessary . 

4 . The Committee will also have power to co -opt Topre . 
sentatives of important interests as and when necessary . 


MINISTRY OF FINANCE (REVENUE DIVISION ) 

CUSTOMS 
New Delhi, the 27th August 1949 
No . 48 . - In exercise of the power conferred by section 
19 of the Sea Customs Act , 1878 (VIII of 1878 ) , the 
Central Government is pleased to prohibit the bringing 
into the provinces of India of (a ) any copy of the book 
lets entitled “ BEHIND THE IRON CURTAININ 
KASHMIR - NEUTRAL OPINION ” and “ THE 
KASHMIR DISPUTE THROUGH NEUTRAL EYES " 
published in English or ( b ) any translation , reprint or 
other document containing substantial reproductions of 
the matter contained in either of the said booklets . 

P . C . PADHI, Addl. Secy . 


INCOME- TAX 
New Delhi, the 27th August 1949 
No . 79 . - In exercise of the powers coulerred by apre 
tion 494 of the Indian Income- tax Act , 1922 (XI of 
1922), the Central Government is pleased to direct that 
the following further amendment shall be made in the 
Income- tax (Double Taxation Relief ) ( Indiau States ) 
Rules , 1939 , namely :-- - 

To the entries in the Schedule andered to the wai ! 
Rules the following shall be added , namely : 

“ 1ssam States 
. 1. Tripura ” . 

No. 81 . - - It is notified for general information that the 
Central Government have approved the institution men 
tioned below for the purposes of sub -sectio " ( 1 ) of sec 
ticu 15B of the Indian Income-tax Act , 1922 ( XI of 
1922) : -- 

“ United Provinces 
314 Bharat Kala Bhawan , B aras 


ORDERED that the above Resolution he published in the 
linzette of India . 

R . L . GUPTA , Secy . 


MINISTRY OF COMMERCE 

IMPORT TRADE CONTROL 

Veu Delhi, the 27th August 1949 
No. 24 -ITC , 49. - In pursuance of the notification of the 
Couvernment of India in the late Department of Com 
11102. So. 23- ITC 43 , dated the 1st July 1943, as con 
inueit 13 force by the Imports and Exports i Control ) 
fet. 1947 ( XVIIT of 1947 ) , the Central Government is 
pleased to direct that the following further amendment 
shall be made in the Open General Licence No . . 
published with the notification of the Government of 
India in the linistry of Commerce , No . 1 - ITC /48 , dated 
the 1st March 1948 , as subsequently amended , and that 
this uniendment be published for general information . - -- 

In the Proviso to the said Open General Licenco. 
For the words 

* Provided that nothing in this amendment shall apply 
to import of Khewra Salt by land from Pakistan » 


HEADQUIRIER ESTABLISHMENT 

New Delhi, the 3rd September 1949 
No. 48 . - - In pursuance of clause 1b ) of sub -rule (i ) oť 
rule 2 of the Appellate Tribunal Rules , 1916 , the l ential 
Government is pleased to appoint with effect from the 
afternoon of the 2nd August 1949 Jr. P . G . Deshpande, 
Income- tax Officer , as Authorised Representative to 
appear, plead and act for an Income- tax Authority who 
is a party to any proceeding before the Income- tax 
Appellate Tribunal. 

S . P . LAHIRI, Dv . Secy 


e 2 of the Appelscent to appoint 


G 


D 
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The following shall be substituted namely :-- - 

“ Provided that nothing in this amendoient « !ial apply 
to import of Rock Salt by land troin Pakistan . 

S . JAGANNATHAN , Joint Stay . 


EXPORT TRADE ( ONTROL 

Now Delhi, the 27th August 1949 
No. 91 - 0 . W . ( 10 ) / 48 III .- In exercise of the poners 
conferred by sub -section ( 1) of section 3 of the Imports 
and Exports (Control) Act , 1947 (XVIII of 1917 ), the 
Central Government is pleased to direct that the following 
further almendment shall be made in the Notification of 
the Governinent of India in the late Department of 
( ommerce , No. 91 - C . W . ( 1 ) / 45, dated the 3rd November . 
1943 , nainely : 

In Part D 

lew item 184 the following shall be substituteri, 
namely :- - 

" 48A . Plastic and manufactures theri of othei Chiabil 
Buttons and Toys and not specified elsewhere ." 

Ver Dellii , the ird September 1949 
No. 91- C . W .(4 ) / 49 . - - In pursuance of clausc ( li ) of thi 
Notification of the Government of India in the late Depart . 
mout of l unimerce , No . 91- C . W . ( 1 ) / 15 , dated the 3r11 
Novenber 1945 , the ( entral Government is pleased to 
Jirect that the following further amendments shall b . 
made in the Open General Licence No. 4 published will 
the notification of the Government of India in the mustık 
of ( ominerce , No. 91 - ( . W . ( 4 ) / 49 , dated the 12th April 
1949 , nimelt : 

To the list of goods given in the sair Open General 
Licence , the following shall be added , namely : - -- 

( xviii ) Evamel ware. 
( xix) Papier machie goods. 

B . I . VEHTA , tsutt. Seros 


Notification No. 80 - Tex , 1 / 48 (i), dated the 26th October , 
1949 , namely : 

In the sild Votification after entry No. 6 the following 
tontti ha !! be alec , namely : - 

" I JIP S . N . Das Guptit , Director." 
No. 12 ( 4 ) - Tex . 1 49. - In exercise of the powers conferred 
on me by clarine 20 of the ( otton Textiles (Control) Order , 
1948 , I hereby clirect that the following further amend 
ment shall be inade in the Textile ( ommissioner s Noti 
fication No . 78 - Tex . 1 / 18 , dated the 30th November 1948 , 
Hillheli : 
Ju the sail notification in paragraph 8 the sentence 

beinning witli the words " No producer shall 
puoluce any woven coloured shirting . ................." 

shall be deleted . 
No. TCSI 34 . — In exercise of the powers conferred on 
me boy cause 34 of the Cotton Textiles (Control) Order , 
1949 , dit with the sanction of the Central Government, 
I hocy withiorse Mr. M R . Kazimi, Director (Cloth ) in 
ille Office of the Textile ( ommissioner to exercise on my 
br halt the lunctions of the Textile ( ommissioner to issue 
special perinissions with reference to clauses 20A , 20B 
ind 200 of the said Order . 

T . P . BARAT, Textile Commnr. 


Ver Delhi, the 29th August 1949 
No . 308 - PA ( 125 ) 49 . In exercise of the powers con 
ferred by sectiou 3 of the Essential Supplies ( Temporary 
Porrors ) Sct. 1946 ( XXIV of 1946 ), the Central Govern 
in - 1 in pleased to direct that the following further amend 
inoni shall be made in the Paper Price Control Order , 
1945, namely : - - 
In Schelule Il appended to the sail Order, to the 

entrion under the heading “ Bombay Presidency ” , 
the entry “ Rajkot ” shall be added . 

K . RAM , Dy. Secy . 


MINISTRY OF INDUSTRY AND SUPPLY 

Bombay, the 6th August 1949 
No. TCS - I / Production . - In exercise of the powers con 
ferred upon me by clause 20 of the Cotton Textilts 
( Control ) Order , 1948 , I hereby direct that the followin s 
further amendment shall be made in the Textile Com 
missing s notification No . 78 - Tux .- 1 / 48 , dater the 
30th November 1948 , namely : 
In the said notification at the beginning of direction 

14 before the words “ No producer shall produce 

he Tor lo ane buckets " encept br (v koll 
produced for supply to the Government of India 
in accordance with an order placed with the prin 
ducer by the Government of India , (b ) cloth 
produced for experimental purposes , and ( c ) 

cloth produced for export " shall be inserted . 
No . TCS - I /17. - In exercise of the powers conferrei 
on me by clause 33 of the Cotton Textiles ( l ontrol) 
Order , 1948 , I hereby permit any producer to prodius 
counts of yarn in excess of the number permitted ind r 
clause 17 of the said Order subject to the following condi 
tions, namely : 
(i) The additional couuits so spun shall be utiliser li , 

the producer for producing on his own loons 

cloth intended for export ; 
( ii ) A statement regarding the additional counts so) 

spun each month shall be furnished by the pro 
ducer to the Textile Commissioner , Production 
Branch , Hararwala Building , Wittet Road , 
Ballard Estate , Bombay . 


New Delhi, the 24th August 1949 
No. 9(4 )- Tex .I / 49 . - In exercise of the powers conferred 
by section 3 of the Essential Supplies ( Temporary Powers ) 

frut, 1918 , ( XXIV of 1946 ) , the Central Government is 
per ser to direct that the following further amendments . 
shall be made in the Colton Textiles (Control) Order , 1948 , 
p aniels 

I , the said Order 
( l) in sub -clause (3) of clause 21 — 
( i) the words “ for civil consumption shall be deleted ; 
b ) for the worlds " 75 per cent ” , the words “ 80 per 

cent” shall be substituted . 
fruy for the worls “ whichever is greater , the words 

ishichever is lower shall be substituted . 
r in sub -clause (2 ) of ( lause 25 for the words " two 
Huntlis , the words three months shall be substituted . 
t s} in cele 28 --- 
(i) ton item (a ) in sub -clause ( 1) the following shall be 

sihstituted : 
!a ) the quantity of unpacked cloth exceeding the 

total quantity of cloth produced by him during 

111e preceding tivo months 
1:4) in slih - laizse ( 1) for the words , figures and brackets 

sub - clause ( 1 ) and ( 2 ) any cloth or yarn ? , the 
Wolls , tisure and brickets " sub -clause (2 ) any 
Jurn ” shall be substituted. 


Bombay , the 3rd September 1949 
No. 9 (9 )- Tex . 1 , 49.- - In exercise of the power s miferacit 
ujon me by clause 31 of the Cotton Textiles It ontrol) 
Order, 1948 , and with the sanction of the Central Govern 
ment. I hereby direct that the following further end 
Inent shall be mult in the Textile Corniissioner s 


RESOLUTION 
Nel Delhi. The 30th August 1949 
No . Salt - 18 (8 ) 48 . - In pursuance of the recommenda 
tions of the Sal: Experts Committee , the Government of 
India have decided to constitute an Advisory Committee 
for Salt. The functions of the Committee will be to 
arlume Government an measures to be adopted for promo 

ise vild leveloping the Salt Industry of the country on 
lition lines in all other matters incidential thereto , 
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2 . The following have been nominated as Chuirmal 

MINISTRY OF EDUCATION 
ind Members of the Committee : 

New Delhi, the 27th August 1949 
( harmoni 

No. F .34 - 2 48 - D . 3.- - In evercise of the Power s Code 

ferred by sub -section (3 ) of Section 8 of the Provident 
1 . Shri Kumtum Kluisbeidji Sidhsil, 11 ( 1 ., 

Funds Act, 1925 (XIX of 19925 ), the ( entru Government 

is pleased to add to the schedule to the said Act the 
Vombers 

name of the following Publio institution , namely : 

The Lady Irwin College for Women , New Delhi. 
3 . Puudit Lakatuni Kuntil levitral , 1 C . A 

TARA ( HAN ) , Seos 
3 . Shri A Vedaratan l illon , 11 . 1.. 
I resident of the Midrus Provincial Salt Mauu 

MINISTRY OF TRANSPORT 
facturers Assoc11011 , Vadis . 

PORTS 
4 . Shri Arteshin H . Bhindiwullet 

Veli Delhi, the 23r11 dugust 1949 
President, Bombni Sullt Manufacturer s and 
Shilotries Abweintion , Bombay 

No . 13 - P (84 ) /49 .- - In pursuance of section of the 

Madras Port Trust Act , 1905 (Madrax Act 11 of 1905 ), 
5 . Shri P . A . Nurielwala , 

it is hereby notified that Mr. M . T . Rajul , Bai ut-law , 
Vice-Chairm , the Indian Salt Manufacturers 

LC . S ., Director of Industries and commerce, laurus , 
Association , Borbuy . 

has been chosen by the Government of Madrny to be in 

Trustee of the Madras I ort Trust with cftort from 12t11 
6 , Shri S . Ramnuswany, 

August 1949 vier M . B Govincia Meuon resignel. 
Nettur ( hemicals of Industrial Corportion hotel , 

A . K . MUKHERJEA , 1) y Set 
Mettur. 


7 . Shri Saroj Kumar Datta , 

The Cnlcutta Salt Assocation Ltd ., Calcutta 


8. Dr. J . N . Ray, 

Deputy Director General, Directorato Generul of 
Industries and Supplies , New Delhi. 


New Delhi, the 20th aluginal 1949) 
No . 108 - E ( ) / 49 . — 51 pursuange of section 9 of the 
Railways ( Transport of Goods ) Act, 1947 (XII of 1947 ) , 
the Centr:11 Government is pleased to direct that the 
following amendment shall bo made in the notification 
of the Governinent of India in the Ministry of Transport 
No. 100 - E (5 )/ 49 , dated the 28th March , 1949 , namely : 
In the suid notification , for the words " Regional 

Controller of Railway Priorities , Gorakhpur ” , 
the words " Traffic Manager, 0 . T . Railway , 
Gorakhpur" shall be substituted . 

8 . CHAKRAVARTI, Dy. Sccy , 


Vombar- Srcretary 


9 . Sull Controller , New Delhi. 


ORDER 
ORDELFL that this Hesolution be (omimicated to all 
Provincial Governments and Administrations , Stutes 
Unions , all Ministries of Government of India , Cabinet 
Secretarint and I rime Minister s Secretariat . 

2 . ORDERED) also that the Resolution be published in 
the Gazette of India , Plit I 


K . SEN , Joint Secv . 


MINISTRY OF RAILWAYS 

( Rallway Board ) 
New Delhi, the 29th August 1949 
No. F ( X ) II -49 TX1/ 1 . — In exercise of the poners con 
ferred by wertion of the R WAV (locul Authorities 
Taxation ) tot, 1941 (XXV of 1941 ), the Central Govern . 
inent is plenseil to l evoke the notification of the Govern 
ment of India in the late Railway Department (Ruilwav 
Board ), Vo . 5723 - F , dated the 18th December 1930 . 

No . F ( X ) IT -49 / TX1 1 . — 111 pustance of sub - section ( 1 ) 
of section 3 of the Ruilways (Loon Authorities Taxnti 
Act, 194 ] ( XXV of 1941), the Central Government 
pleured to declaude that the Administration of the Madras 
ml Southern luhuiatti Rulwila whol be liable to pay, 

Ail of the funds of the local authority specified in 
column I of the Schedule meneil hereto , the taxos 
Specitiell in colunu . I thereof 

ScuEDULE 


- - - - - - - - 


MINISTRY OF AGRICULTURE 


Nou Dellei , the 27th of 191141 1949 


- - - - 


- 


- 


- - 


- -- - 


- 


No. P . 9 -9 / 49 -PP & S . - In cxercise of the power s Con 
ferred by sub -section ( 1 ) of section 3 of the Destruction 
Insects and Pexus Act, 1914 (II of 1914 ) , the Centru 
Governnieut is pleased to direct that the following further 
amendment shall be made in the order publisbed with 
the notification of the Government of Indir in the late 
Education , Houlth und Lunds Department No . 
F . 320 /15 - A , datert the 20th July , 1930 , namely :... 
In entry ( 3 ) of cluse 15 of the suid order after this 

woril " Hir " the words " on their transhipment" 
shall be inserted , 


Local Authority 


Taxen 


II 


- 


- 


Bhimavaramu Municipality | Goneral proporty tax and water and 

drainage tax . 


- 


- 


Fa planation .- - 


In this Schedule 


New Delhi, the 29th August 19-10 


No . 7 . 3 - 8 /48-00 . - In pursuance of clause (k ) of rule 
4 of tho Genernl (trading and Marking Rules , 1937, and in 
supersession of the notition of the covernment o 
India in the listir ol Toricultura Vo , F . 3 - 6 /48 -60 , 
dated the 14th January , 1949 , the Central ( tovernment is 
pleased to levy a charge of 110111 10 per ned on 11 
ghce packed and scaled with Agmark labels . 


(i ) " General Proporty TAX " mouns 80 

much of the proporty tax loviec 
unilor eli 118 ( a ) of sub -section ( 1 ) 
of Section 81 of the Maciras Dja 
trict Municipulities Act , 19 :20 
(Maclras Art V of 1920 ) , 08 CON 
priser & tax for general purposes ; 


(ii) " Weter endt Dralnago tax " means 

so much of the potporty tax amis 
loviecl in Acuorilunge with online 
( b ) of the nail Aub - kertion . 


S . R . MAINI, Dy. Secy, 


18 


- - - - 


- - 
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number of candidates exceeds that limit , the Commission 
New Delhi, the 

1948 . 

shall select from the applicants those who shall be 
No . E48RR21 . -- The following rules for recrutinent to admitted to the examination , and in doing so shall have 
the Indian Railway Service of Engineers are published for regard to the suitability of the applicants and to the 
general information : 

adequate representation of the various communities and 
RULES 

provinces of India . 

9 . (i)* A candidate who is in permanent or tempeyar 
PART I 

Government service shall apply to the Commission for 

admission to the examination through the Head of his 
Methods of Recruitment 

Department , who shall forward his application to the 
1 . These Rules may be called the Indian Ruilway Commission unless he refuses his consent to the applio 
Service of Engineers Recruitment Rules , 

tion , 

(ii) A candidate who is not in Government service shall 
2 . For the purposes of these Rules — 

submit his application direct to the Secretary , Federal 

Public Service Commission . 
(a ) " Government means the Government of India ; 

ib ) " The Commission " means the Federal Public (iii) No candidate may make more than one application 
Service Commission ; 

in respect of any one occasion on which an examination 
(0 ) " High Commissioner " means tho High Commissioner is held . 
for India in London ; 

10 . A candidate must be either 
(d ) “ The Service " means the Indian Railway Service 

(a) a national of the Indian Dominion by birth or by 
of Engineers ; 

(0 ) " Direct appointment " means appointment othe : comicile , or 
wise than on the result of a competitive examination or (b ) a ruler or a citizen of in Indian State which bus 
by promotion or transfer from another Service. 

acceded to the Dominion of India , or 
(f) " Scheduled Castes " means any of the custes ( c ) a person of Indian desvent, or a fuler or a citizen 
otioned in the Government of India (Scheduled Caste ) of an Indian State which has not accedod to the Dominion 
Jer , 1986 . 

of India , or r citizen of the Pakistan Dominion or of any 
8 . The Service shall be recruited by the following other territory adiacout to India . in whose favour in 
methods : - 

declaration of eligibility hus , been issued by the Govern 
(i) By competitive examination held in India in accord - ment of the Dominion of India . 
Ance with Part II of thege Rules . 

Norn . - - A candidate who was domioilod in Pakistan ereas but 
(ii) By promotion of specially qualifiol officers of the who hue migrated or inay inigrate froin such areal beforo the 30th 
Lower Gazettel Service and subordinates of the Civil Soptember, 1948 , with the intention of perinanently settling down 

in India will be treatod as a personi domjoiled in India and no 
Enginevring Department. 

duolaration of eligibility for appointment to tho Sorvioo under the 
(iii) By occasional udniission of other qunlified persons 

Indian Dominion in renpoot of such a person will be nooossary 
nppointed by the government on the recommendations of 

11. A candidate must have attained the age of 20 und 
the Coinmission , 

must not have attained the age of 26 on the cute prescribed 
4 . Subject to the provisions of rule 8 , Government shall for this purpose in the notice issued by the Commigsion 
determine the method or inethods to be employed for the under rule 6 . A candidate belonging to a Scheduled 
purpose of filling any particulnr vacancies , or such caste must buvo attained the ugo of 20 and Diust not have 
vacancies as may roquire to be filled duriog any particular attained the age of 28 on the presoribed date . 
period , and the number of candilatos to be recruited by Noto. These ta-limits apply wnstlior or not a candidato 18 
cual method . 

already in Chovornmint HALVICA, 
5 . Appointments to tho Service which is made otherwisu 12 . A candidate must satisfy the Commission that his 
than by promotion will be governod by the principles Inid character is such { ls to make him suitable for appointment 
down in the Government of India , Ministry of Home to the Service Department . 
Afluirs Resolution No. 16 / 10 / 47 - Ests . ( R ), unted the 21st, 13 . A candidude must have 
August 1947 (regarding communal representation in the 

(i) passed sections A and B of the Associate Membership 
Central Services ) and the supplementary instructions 

Examination of the Institution of Engiueers ( India ) or 
issued in connection therewith . 

have any other educational qualifications t ecoguised by 
PART II 

that institution as exonipting froin passing these sections 
Recruitment by competitive examination 

vide Appendix l ; or 
6 . A competitive examination for admission to the 

(ii) obtained an engincering deyroe of one of the 
Service shall be held in India at such times and places us universities mentioned in Appendix ll under the conditions 
( tovernment may prescribe by notice issued through the prescribed in that Appendix ; or 
mission . Every Buch notice will , when possible , 

( iii) passed the Asbocintoship Examination of the ( lity 
Announce the number of vacancies to be filled on the result 

und Guiliis Institute ( Impermi college of Science and 

Tochnology, South Kensington ) in Civil Euginecring ; or 
of the examination . 

( iv ) passer the Associate Examination froin the Bengal 
7. If the examination hell under this part of these 

Engineering College in Mechanical Engineering ; or 
Rules is a combined examination for the purpose of making 

(v ) have obtained the B . Sc . degreo in Engg . of Aligarh 
Appointments to more than one Service or Department, 

Muslim University : 
the following provisions shall apply : 

Provided that in oxceptional CEBEA the Commission 
(i) Any person may apply to be admitted as a candidate 

may on the recomiendation of the Central Government 
for appointment in all or any of these Services or Depart 

or a Provincial Government trent ns a qualificd candidato . 
nients for which he is cligible . If he wishes to compote 

11 candidate who, though he hus not all or any of the 
for appointment in more than one Service or Department , 

qualificationis prescribed in this rule , has passed examina 
he shall state on his application form which Services or 

tions conduoted by other institutions of a standard which 
Departments he wishes to coinpete for and the order of his 

in the opinion of the Commission justifies his adinission to 
preference between them , and 

1 , d0 

in 
D buçu CASE ouy ODIA 
such case only ona 

the examinition 
application form will be necessary and one payment of 
the fees referred to in rule 16 ( and Appendix IV ) will be " Tho submisgion of applivatin ) s by persona in Government wervice 
sufficient. 

18 further governed by the Government Servants Applioution for 
(ii ) Government shall assign successful candidates to 

( Central Services ) Ruloy published with the Govorament of 
each Service or Department on a consideration of all 

( Railway Sorvices) 
circumstances including any personal preference expressed 

Home Department 

No , F . 189 /43 /Fete 
by the candidate . 

India , Railway Department Railway Notitication No . E 34 R .RT 
8 . The maximum number of candidates to be admitted 

Board ) 
to any examination may in the discretion of Government 

dated the 8th December 194 - 
be limited to such number , not being less than 300 , os 

A amended froin time to time, and 

22nd January 1946 
Government may decide . If a limit is imposed and the the corresponding rules marlo by Provincial Guvernments , 


Ponto (Central 
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14 . No candidate shall be ndmitted to the exalinination institution of Floutrival Thu Amoulate Membership llxumination . 

Enginouts , London , 
unless he holds a certificate of admission froru the l om . 

Oxford , , , , BA , with Honours in Engineering Scienco 
Inission . 

Final Honours Sohool. 
Tho decision of the Commission is to the eligibility or Cambridge . . B . A , (Honours ) Mochanion Soience Tripos . 

. 
St. Anillows . 

B . So , in Enyinocring. 
otherwise of a candidate for admission to tho examination 

Glasgow 

B . Sc, in Enginooring, 
bhali bo final, 

Edinburglı 

B . Sc . in Inginooring . 
Dublin . . 

B .A . I. (Ordinary , or with 

. 
15. No recommendations except those invited in the 

lIonour s in 

Engineering). 
form of application shall bo taken into considerution . Any 

Multill University 

B .Sc, in “ Civil " or " Mechanical " or 
attempt on the part of a candidate to obtain support for 

(Montroul). 

" Eloctricul " or " Mutallurgical " or 
his oundidature by other menos Inuy disqualily him 0 ! 

" Mining " enginooring (Honours or 
admission . 

Ordinary Dogtoo ). 

Durhamu 
16 . Candidates must pay such examination fees is 

. . . 1 .80, in " Civil ” OF “ Mechanical " or 

" Electricit ] ” Enginooring , or in " Neyal 
Government may prescribe ( # ce Appendix IV ) . No clair 

Architecturo " (Honoure or Ordinuty 
for a refund of any of these fees will ordinarily be enter 

Dogree ). 
tained , nor can they be held in reserve for any other London 

B . So. (External and Internal Degreo ) in 
Hemmination or selection . 

Engineering ( Ilot including the B . Su , in 

Engineering (Motallurgy ) ] (Honours 
17 . Examinations under these Rules shall be conductel 

Or Ordinary Degrad ) . 
by the Commision in the minner presoribed in the 

B . Sc . ( Internal) 10. Engineering (Mjning ) 
regulntions which turm Appendix 1 | | 10 beye Ruley 

[obtained in or after 1920 ] . 
18 . (i) After every examination the Commission shall 

B .Sc. (Extornal) 11. Engineering (Mining ) 

[Hons , Degroo obturned in or after 
make a list of the candidates in order of their merit as 

1930 ] 
disclosed by the aggregate marks finally awarded to each 

Victoriu University 

B .Sc. Tuch . (Ordinary Courso Divinion 1) 
cundidate , and in that order so many candidates up to the 

(Alun hotel ) . 

in flautrical Enging. 
number of unreserved vacancies announced under rulo 6 

B .S . Tech . (Ordinary Coute Division II ) 
above , as are found by the Commission to be qualifiod by 

in Elootrical Enginoering . 
the examination and are considered by Goverainent or 

B .Bo. Tech . (Highor Couno Honours - 

bion Ordinary Cuilino , Division 1) in 
the appointing authority , as the case may be , to be suit 

Mudiopal Engineoriny, 
able in all other respects , shall be appointed . 

B . So. Tech . (Ordinury Couro Division I ) 

in Mechanical Engineering 
( ii ) For the purpose of rule 5 of these rules , appoint, 

B . Sc . in Engineering. (Honours Degreo 
ments to vacancies to be filled by members of a particulas 

or Ordinary Dogree from 1920 onwardig ). 
community or communities shall be made by Goverlooni, 

B . Ss. Tech , in " MMChanical " or " Eluotri 
or the appointing authority us the caso may be, in the 

al ” Engineering. (Honours Division 

in the Final ( Examination ). 
order of merit of the candidates belonging to the particul ul 

Birmingham . . . B . NO, IN “ (Civil " or " Mechanical " or 
community or communities , provided they ivo qualiter 

" Electrical ” Engiurarang (JIonours or 
in the oxamination and ore in all respects suitable for 

Ordinary Dog ) . 
employment in these scrvices . 

LIV + pool 

. . B .Eng. in " Civil " or " Mechanical " or 

" Manne " or " Eloctricul " Engineering 
19 . A onndidate must be in good inental and ! o lily 

or " Nevul Archutocturo " ( Ilonours or 
heulth and free from any physical detect likely to interfero 

Ordinary Degroo ). 
with the discharge of his duties as an officer of the Service 

Liedy . . . . B .Sc. in Civil " or " Mechanical " or 

" Eloctricul " Engineering . ( Honours or 
A candidate who (after such physical examination 18 

Ordinury Degreo ). 
Government or the appointing authority , us the onse inay Sholtiold 

B .Eng. in Civil s or “ Moclanival " or 
be, may prescribe ) is found not to satisfy those require . 

" Flautricul " Enginvering . (Honour 
ments will not be appointed . Only candidates who are 

Dogruo or Ordinary DOSTAA with a First 

Cluse in the final Examination will not 
likely to be considered for appointment will be physically 

be requirod a tho 118 of degrees 
exumined . * 

obtained in or aflor June 1030 ), B . E . 
20 . (A ) Appointments shall bo inado on probation for i 

(Met. ) ( 10 48 only . 
Bristol . 

B .Sc. in 4 Civil " or " Mechanical" or 
period of three years . 

M " Electrical Engineering ( Ilunours 
(b ) If, in the opinion of Government, the work or con . 

Tor Ordinary Degre). 
duct of an officer on probation is unbatisfactory, or why 

Wulou 

Biso , in “ Civil or “ Moychuniga ! " or 
thut he is unlikely to become efficient, Government in 

" Electrical Enginering 

National Univoraity B . L . 
discharge hin forthwith , 

of Iroland . 
( c ) On the conclusion of his period of probation , Govern - QuaOC H University B .so, in Engincoring. 
ment may confirm the officer in his appointment , or if nis 
work or conduct hus in the opinion of Government bon 

Sinoy , . . 

B . E , in “ Civil " or in - Mechanical " ind 
. 

" Eleotrivul ” Erwineering . 
unsatisfactory , Govorument may cither discharge hin from Melbourno , . B . C . E ., B . Moch , E . Or B . E . E . 
the Service or inuy extend his period of probation for such Now Zwalund . . . B . E , in “ Civil ” or “ Mechani 
further period as (tovernment may think fit . 

“ Electrical " Engiqoring . 
Adul:, 100 

. 
(u ) If no action is taken by Government under 6110 

. B . E . in " Civil " , " Mechanical " or 

* Electrical " Engineering , 
rule (b ) or (c ) of this rule , the period rifter the pres ribel Quarneland . . . 

B . L , in " Civil " or in " Mechani ] " und 
period of probution shall bo treated as an engagement from 

" Electrical Engineering. 
month to mouth , terminable on either side on the expiral 

Weatora Australia , . B . L . 
tion of ono calendar month s notice in writing. 

South Africa , , . B . Sc . in Enginooring ( until 1921). 
Capo Towel 

B .So, ju Enginooring . 
( e ) II the power to innke appointinents in the Service Witwatersrand 

B . Sc , ia “ Crvel " or " Mörbunicul " and 
is delegated by Governinent to try officer , that ottirer 

" Elourioul" Engmooring 
may evercise any of the powors of Clovernment under this 

Culoutta 

B , E , Exqin nation in Civil or Mechanical 
rule . 

or Eletrical Singinooring B , (Met.) and 

33 . E . (Mot .). 
Bombay 

B . E . Examjuution . 
APPENDIX 

Nadrus 

B . C . Examination , 
List of Examinations recognised by the institution or 

Henaros Hindu University B .Sc. Examination ( IL Engineering, 
Engineers ( India ) 48 exompting from Section , " A and 

B .Sc. (Mining ). 
" B " of the Associate Membership Examination Triden 

Patru 

B .So , in Engineering. 
Rule 18 (i) ). 

Anugoon . . . B .Sc. in Engineerituz . 
Institution of Civil Sections A and B of the Aysocinte NL m 

Alysoro . 

. . B . E . in Oivil, Mechanicul or Clootrical 
Engineers , London . bership Examination , 

Enginoorig. 
Institution of Mechanical Sections A anul B of tho 499001to Mein Punjab . 

. . B . Sr . in Ervineering , 
Tagineers , London . borship Eramination . 

Ogmuniu University 

B . E . 
* In orcior to provont disappointment candidates Aro utviyed to 

(Hyllora Lul). 
have themselyus examined by a Government mioclicol ( ficer of the 

Travancore University B .Sc . ( Eng.) Degroe . 
atagdling of a Civil Surgeon , beforo applying for numion to tho 1046 Punjab Engineering B . Sc . (Engg .), 1 ) Jong as the college is 
( XAnimation Partiovlarg of the nature of tho physical tont to which Colleyo, Koorkce. 

allowod to utilize all the equipments 
candidates will be submitted beford appointinont and of the btand 

and tho laboratorios of the Thomuson 
ardy Nquisod can be had from tho Comuniagion , 

Civil Engineering College, Roorkeo . 
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Diplomun in bngmeeniny . 

City und Lukels (Engineering ) College , Kensington 
University College, London . 
King s College , London 


Lust of Duplonus or Degrees of American knupineering 
Institutions the Curriculla of which have been accredited by 
the E C . P . D . and holders of which have taken a full four years 
course of studies in such institutions and have had at least 
four years experience in practical Engineering and which have 
been prempted from Sections A & B of the Associate Member 
chip eramination of the Institution of Engineers ( India ) . 


City and Gulds of London Institute , Technical College , 
l insbury . Diploina lligher Certificate (three ycurs 
Courst ) if tnl eu by Matriculated Students or Students w Lo 
have pithand the Institution Studentship Exinimiou or 
its Inroen sed quivalent 

w 
loyn ) Techmond College , Glasgow , Fionl Diploma 
I mmation in Neuhnical or Electrical Engineering, 
provided an approval Matriculation Evamination has been 
Parecid before beginning the course 


Thomson Civil Engineering College , Roorkee - - Diplom : 
in ( ivil Bugine13 ( formerly Assistant Engineer s C erti 
ficntc ) 


(Subjeot to periodio revision ) 
Aleron , University of. — Electrical (mechanioal , industrial 
und aeronautical options ) 

Alabama Polytechnic Institute . - Civil, electrical, mecha 
nical. 
" 

Alabami , University of. - Aeronautical, ojvil , oleotrical, 
indusliiul, mechanical, mining . 

Alasku , University of. — Civil, mining (including metal 
luigical and geologioal optiona). 

Arizona , University of.---Civil, electrical, mechanical, 
nining . 

Arkansas, University of. - Civil, electrical, mochanical. 
Brooklyn , Polytechnic Institute of. - Chenioral (day and 
s - you evoning ), civil", clootrioal , mechanical . 

Brown Univrsity .-- Civil, « lectrical, mecllanical. 

Bucknell University . - -Caomioal, civil, ulootrival, mecha 
pical. 

California Institute of Technology . - Aeronantical (5 and 
Orrir consey ), chemical (5 - year course ), civil , mlectrical, 


Inuman Institute of Science , Bangalore 
1) pilom in Kicctrical Technology . 

plon in Election Communicntion Engineering . 
Manchestur - l ertificate il Technology , Mechnnical or 
Electrical Engineering 

l unjab l ollege of lingineering and Technology ( formerly 
Maclugun ling 110ling College ), Moghalpurit 

" A " Claus Diploma in the first division (05.5 per cent , or 
moro mrk ) und in the Honours Division (80 per cent 
or more marks ) in (i) Michruical Engineering , und 
(11) Electrical Engineering from 1935. 


College 
Bengal 


it Engineuing and Technology, 


Jadavpur, 


Diploma in Mechanical Engineering and Elietuc . 
LUAVICuling from 1941 onwards, provided the candidates 
have pissed Inter Eveniuntion in Science of a recognisert 
University with Physics , ( 241n stry und Mathematics . 

College of Lngineozing und Technology , Judavpur, 
Bengal - - 


Diploma in ( hemicnl Engineering from 104 ] onwards , 
provided the candidates lude punyed the Inter. Ixamin - 
tion in Salmoe of in recogn1901 ] University with Pliysies, 
Chenastry and Mathematics 

Degree Course (without regard to whether the candidato 
11213 Dilmell thi literinadante Exu tion or not ) or the 
Spremnal Degree laur nation . 


iploma of the Furaday House , Loudon , as obtained 
DY ile tuualle pising the Xilininntion of the lurrudny Hous 
College of Engineering and Terlinology , Bengul 


California , University of. - -Civil, electrioal, mechanical 
metallurgical (matallurgy), mining , potioloum . 

Carnegie Institute of Technology .- - Chemicals , civil , 
lectricali, , industrial (manug ment)?,4, molanical", 
mitulluugicall, 

Case Institute of Technology . - - Chemical, civil, oleotrical, 
mechanical, mutallurgical. 

Catholic University of America . — A4ronautical, architeo. 
tural, civil , cloctrical, meolianical. 

Cincinnati, University of. — Anionautical", chemicals , 
oivil", cloctrical , mechanical . 

Citadel, The . -- Civil . 

Clarkson ( ollege of Technology. - Chemical, civil, oloctrical, 
mochanical, 

Clemson Agricultural College. — Civil , oltotrioal, mechanical, 

Colorado School of Minne. -Goological, m tallurgioal, 
inimus, petroleum . 

Colorado State College .-- Civil, clectrical, mechanical, 
Colorado , University of:-- -Architectural, civil, olaotrioal, 
undial (includes aeronautical option ). 

Columbia University . Chemical", civila , electrical", in 
dustrial , mechanicala , m tallurgicala , mining 

Connecticut, University of.- Civil, elict ioul, mechanical. 

Cooper Union School of Engineering .- -Chomical", civil" , 
mlectucal , mechanicals . 

Cornell University . — Chemioul, civil, oleot ical, industrial 
administ ative ), mochanical. 

Durtmouth Coaye. — Civil. 

Delaware , University of. - Chemical, civil, olhet icul, mecha . 
nical. 

Denver, University of Electrical. 

Detroit , University of. - Aurona itical" , Architectural" , 
chemical", civil , oleotrical", inechanicula . 

Dyerel Institute of Technology . - Ciumical", civile , eleo 
trical , mechanical 

Duke University .- Civil, eloctrical, mechanical. 

Florida , University of.- Chomical, civil, < leotrival, indus 
trial, mochanical 

George Washington University - - Civil, eloctrical, mecha 
pical. 

Georgia School of Technology . - Aeronauticnl, cerami- " , 
Chiemical ( including co -operative curriculum )". civile , olec 
tical" , mechanical 


A pins in Dupree ( ourso (without regaril to whether the 
( alte han pressed the Intermedinta Exam11310n on 
not . 


A pass in the Special Degree Tuxumination . 


Tho 
Collse . 


ngincer 


Ollieere Supplementary 


Engineering 


The Delhi Polytechnic and the All Inulin Diploma in 
Hngineering when passed after completing the course of 
studi 

Heriot-Watt College , Colmburgh - Ansorinterlup in Cler 
tuical Cugneering 


Naval Officers : -- 

Examination which qualifies as Lieutenant ( F .). 
H al Naval Collego , Greenwich :-- 

Professionul corufierto for Constructois , 


- - - - - - 


- 


- 
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Harvard University -- Civil , communication , 018 rical, New York State l ollege of r rram1( 8 . — (it Allred Uni 
industrial engineelnly incl business administration ), vergity ceramic . 
mechanical, metallurgical (physical metallurg. ), sanitary . 

New York University . - Aeronuutical, chimioal (day and 
Idaho, Universely f.- - Civil, luctrical, mechanical, metal. 1 - year evening ), givill, olootrivall, industrial ( Administrative ), 
lurgical (motalnrgy ), muiny (include goograpbical option ). moohanicall. 

Illinois Institute of Technology ( Armour College of En Newark College of Engineering . - - Civil", elootrical , 
gineering ) ! - Chumival, civil , eloctrical, mechanical 

mechanioal . 
Illinois, Unirpsity of. -Achitotural, oramio (tochnical North Carolina State College .- - Ceramir , oivii, visorriuul, 
option ), chemical, tvil, milway civil, cleotrical, railway mechanioal. 
Olectrical, giinual?, nranical, railway machanical, metal. North Dakota Agricultural College. -- Arohitpotural, mecha 
lurgical, mining 

nioal. 
Iowa State Collm . -- Acricultural, architectural, caramio , North Dakot , University of.- - Civil , olootrioal, moohanioal, 
chemion ), civil, lietileal, grporal?, mochanical. 

mining. 
Town , Stut. Uiv rsity of . — Chomical, civil, electrical, North Eastern University . - Chomioal , civil?, clictrical", 
mechanioul. 

industrials , mechanical . 
Johns Hopkins 1 surreity . Chemical, civil, electrical, Northwestern University , Chomioal, civil , clootrioal, 
mechanioal. 

mechanioal, 
Kansas Strite College . - oulural, architoctural, civil 

Norwich University . -- Civil, electrical. 
oloctrinal, moohanioul. 

Notre Dame, University of. - Aeronautioul, civil, elootrioa ! 
Kansas, University of. – Architectural, civil, olectrical, mechanical, metallurgical (metallurgy ). 
mechanical, mining : 

Ohio State University . Coramio , chomioal, oivil , olec . 
Kentuclou , [Tniversity of. - Civil , oloctrical, mgohanical, trioal, industrial, mechanical, motallurgiga , mining (min ). 
metallurgioul, minins . 

Oklahoma Agricultural and Mechanical College, 
Lalouette College. - Civil . loclical, industrial (adminis . eleotrioal, industrial, moohanioal. 
trativa ), mechanical, metallurgival, mining . 

Oklahoma , University of Architeotural, chemioal, oivil, 
Lehigh University . - Chomicnl, civil, electrical, industrial , olaotrical, mechanical, petroleum . 
mechanical, m .tallo giral, mining 

Oregon State College .--- Chymioal, civil, olootrioal, mocha 
Loiusiani Strip Uliersity , Chomical, civil , electrical, mioal. " 
mechanioul, p tolum , 

Pennsylvania State College. - Architectural, coramio (oera 
Louisville , University of. Chomicul", civila, olectrical , mics), chemical, civil , electrioal, fuel technology , industrial, 
mechanicn ]4. 

mechanical, metallurgioal (metallurgy), mining , petroleum 
Main ", Univrsity of Civil, cluel ital, general?, mocha 

- Civil, olvetical, sceneral” , mocha . And natural gas, sanitary . 
nival 

Pennsylvania , University of Chemical, aivil, electrical, 
Manhattan College. — Civil, clectical. 

mechanical 
Marquelle University - -Civil , clectrical , mechanical" . Pittsburgh , University of.-- Chomicalé, civils , elootrival, in 
Maryland, Unin siin of. - Chymical, civil, « ctrical, 

dustrial , mechanical, m tallurgical“, mining , petroleums 
mechanical 

Pratt Institute ,---Electrical, mechanical. 

Princeton University . - Chomioal, civil , ulcotrionl, mrcha 
Massachusetts Institute of Technoloyy. - -Aeronautical 

nioal. 
building and constition , ( hemical, civil (includes option 
in Hanny tingin ing ), 

Purdue University , Aronuutioal, ohmical, civil, vloo . 
loctrical“ , gen ral ?, industrial, 
(busines and onlyin . 1111 udininistration ), mechanical" , 

. mechanical trical, mechanjoal, metallurgionl. 
metallurgioul (m tillvo gy ), naval architecture and marine Rensselaer Polytechnic Institute .- - Aeronautical, chomioat 
enginooring ( inluding in in transportation ). 

civil, electrical, industrial, nurohanioul, metallurgioal. 
Michigan College of Mining and Technology . - Chemical, Rhode Island State College. — Civil, cloctrical, mechanioal. 
oivil, el - ctrioal, mechanical, metallurgical, mining . 

Rice Institute . --Cheniorl, civil , vloctrical, myrhanioal. 
Michigan State Collige . - Civil, electrioal, mechanical. 

Rochester, University of . – Chimioal, mochanical. 
Michigan ,l ernt , coy Adonnutical, chemical, civil, 

Rose Polytechnic Institute . - Civil, Hleotrioal, mechanical, 
electriol, ongin Yoring in chanica , mchanioal, motallurgiou , 
naval archituuturty anul murinu engin oring , transportation , 

Rutgers University .-- Civil, cluctrical,mochanical, sanitary . 
Minnesota , University of. -- Aeronautical, ohemioal, oivil, Santa Clara , University of. - Civil , uleotrival, mechanioal 
electrioul,mohunin , mutillurgioul, mining , petroleum . South Carolinn , University of.-- Civil, cleotrioal. 
Mississippi State College . — Civil , cleotrical, mechanical. 

Souh Diko Stute College - Civil, ( 14otrioal, mchanioal. 
Missouri School of Mines and Metallurgy . Ceramic, South Dakota State School of Mines .-- Civil , clootrical , 
oivil , clotrival, m tallurgicul , mining (mine ) (inoluding mogeral? metallurgicul, mining , 
petroleum option ). 

Southern Californin ,University of.- -Civil , oleutrical, mecha . 
Missouri , University of. - - Chmioal, civil, olectrical,mooha - nical petroleum 
nioal, 

Southern Methodist Universily . - Civila, electrical, mcaba 
Montana School of Mones.---Coologioul, motallurgical, nica14 
mining . 

Stanford University . — Civil, wlootrioal , mochanical, metal 
Montunn State College. — Civil, eleotrival, mechanical. 

lurgioal, mining, petroleum . 
Nebraska , Iniversity of . - Agricultural, arohitootural, oivil , Stevens Institute of Technology . - Gencral? 
eloctrioul, mi obanioal. 

Swxrthmore College. -- Civil , electrical, movhanical. 
Nevada , University of Electrical, muchanical, mining . Syracuse University -- Chamioal, civil, electrical, indust , 
New Hampshire, Ini sily of. — Civil, electrical, mecha 

rial,(administrativo ), m - chanioal. 
nical 

Tennessee , University of.- - Chemical, civil, elootrioal, 
New Mexico Colle !" of Igricultural and Mechanic Arts - moohanica, 
Civil, eleotrival, mehmonl. 

Tecas, Agricultural and Mechanical College of --- Aero 
New Moriro Sito uf IMP4, Geological, mining , petro . nautical, chemical, civil, elautrival, mechanical, petroloum 
loum . 

(4 . and 5 -year courses). 
New Merico, leversince of - -Civil, eleotrioa), mochanioal, Texas College of Mines and Metallurgy .---Mining (mining 
New York , College of in City of.-- Civil", clectrioal , " 

option , mining geology , motallurgy option ) , 
moohanionll. 

Texar Technological College. - -Civil , elootrioal, mechanical 


- 


- 


- 
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Texas , University of Architectural, chemical, civil , Aeronautical University . The Chicago , Ill ). - A110 
electrical, mechanical, jetioleum (petroleum production ). nautical engineering drafting . 
Toledo , University of - - (tenerul?,?. 

Bliss Elodtruul School (Filmbngton , 10 ) -J umula 
Tufts Colloge. - Civil, el creial, mechanical 

mentals of industrial clectricul wigillurin . 
Tulane Univerxty of Louisiani . — Civil , ulectricul, mecha - Capitol Radio Enqueciilid Lustiville ( ll ashington , 
cal. 

D .C .). — Residence courso in practical LV12 engineering , 
Tulsa , Univcrsity of Petroleumn ( including option in correspondence courso in pructical indic ) angeloering . 
refining and production ) . 

Franklin Technical Institute ( Bonton , 11 lm s ). – Toilustill 
Union College . — Civil , electrical, 

electricity . 
United States Coast Guard Acadcm . - Gener ul? . 

Wontworth Dustitute ( Bostoll, Vilhj - Vlucline ( 011 
Utah State Agricultural College . — Civil . 

struction und tool closion stcan 01 Dimel engineering : 
Utah , Univorsity of. -Civil, electrical, mechanica ), architectural construction , plecuenlinnan t on . 
metallurgical, inining. 
Vanderbilt Universily . — Civil , clectrical, mechanical, 

ΑΡΙΕΛ DIY TI 
Vermont, Umversity of. ( ivil , electrical, inechanical, 

Lint of University degrees which poil lor 106001200d from 
Villanowe College . - -Civil , electrical, mochanical, 

admission to the exumination [ ud Rule 1:3( ii) ] 
Virginia Military Institute . — Civil, electrical 
Virginia Polyterhuur Institute .. ( erumic , chemicul, ( ivil, 

Cambridge . - Oidiuur s degree 111 11 Jouluineering, pro 
electrical, inclustrial, niechanical. 

vided the gradunte hirm 1185stel 11 til 11 ll copil subjects , 
Virginia , Liniversity 08 -- Chemical, civil, electrical, 

Enginecring 1, Engineering 12 ud Enginee rm 111. 
Inechanical 

Glusgow . - B . Sc. in Natal Truloure ( Lionould or 
Washington , Stato College of..-- Architectural, civil , elec - Ordinary degree ). 
tricul mechanical ( basic option ), metallurgical, mining . Durhanı. - B . Sc . in Marine Enginoong 
T ington University . – Architectural, civil , electrical, Abordecn . - B . S « , in Engmccring (Ton011 or Ol ummary 
indusurial (administrntive), mechanical. 

degree). 
Wushugton , University of Aeronautical, ceranie , 

Norx — The above degrees will be cospitee Ouly if tıkou Stor 
7.bemical, civil, electrical, mechanical, metallurgical, 

three years Atudy and the passing ot the 14 gula mwtions ill 
mining 

the several Universities. The condit10113 115 lu tune years qudy 
Wayne University . — Civil, electrical, ineclunical. 

will not, however , apply to Trilians who, luviug tren al ludina 

degree which exempts them from part of the Unive91ty couisu , 
Webb Institute of Malval Architecture : - Naval arc-bitec 

ghall have taken one of the above dog . OLS in loss than three ycals 
ture and marine engineering 

in accordance with the regulations of the Universily concerned . 
West Virginia University. — Civil, clectrical, mochanical, 
mining . 
Wisconsin , University of. - ( hemical, civil , vleotrical, 

APPENDIX II 
mechanical metallurgical, muing . 

Standard and Syllabus of the Eramulcon (ville linie 177 
Worcoster Polytechnic Institute . - Chemical, civil, 

The subjects of tho examination will 1, - - 
olectrical, mechanical 

1. (a ) Compulsory — 
| Wyoming , University of. - Civil, electrical , mechanical. 

Marks 
Yale University . - -Chemical, civil, electrical, mechanical, (1) English ( including Edway and Procis Writing ) 

100 
metallurgical (metalluiky ). 

( 2 ) Gonoral Knowledge , 

100 
List of Accredited Curricu .a of Technical Institute Type 

( 3 ) Applied Mechanlos lineluling strongiti of 
Academy of Aeronautics ( Laluardia Field , N . Y .). — 

Matorials and Thoury of Struc t171144 ) 

200 
Aircraft design and construction (resident full - time pro 

(4 ) Construction . . 
grams and resident part-time cvoning progrums), aircraft ( 1) Building materials , 
mechanics and maintenanco (resident full -time programs ( ii) Design of structures . 
and 14sident part -time eloning progroms ) 

( lii) General principlos go vorning the closign 
Aeronautical Institute ( Hawthorne, Calif). — Electrical 

of railways, roads , harbours and other 
engineering 

worke . 

(5 ) Surveying 
Explanatory Notes 

. 

100 
. 

(6 ) Sanitary Engiucoring and Wator Simpely . 
* With the exception of tho chemical engineering curricula this 
fiat is corrected to October 24 , 1947, and is subject to continual 

(7 ) - Viva voce 

300 
levipiant It Applieg only to curricula which have been inspected by (b ) Optional 

the nittee on engineering schools , whether conducted on the 
illfuur pruit of operation or on the aceleratod plan . At the request 

Any two of the followili ulijo 1 . - 
of the council of tho American Institute of Chemical Enginters, 
due to the effects of the war upon oducation in chemical engineering, (1) Physios (including Electricity anı Nun01 
cull Accrediting of chemical engineering Curicula ceased with the 

i8in ) . . 
1943 list. Uutil much time is reasonably 

200 
normal 

. 
educational 

. . 

(2 ) Prime Movers . 
Activities in the chemical engineering flelds have bocn resumed and 

. 

100 
re-examinations mado, no current list for this division of engineering (3 ) Hydraulics and Hydrauliu muhimur 

100) 
will be published 

(4 ) Electrical Engineoring . . 

100 
(1 ) Accrediting applies to the day and evening curricula . 

(8 ) Architecture und Town Planning 

100 
(2 ) Accrediting applies to the 4 - year and 5 -lear ( urricula leading 
to the bachelor of Science degree 

2. A candidato must produce il cortilicue then he hus 
(3 ) Accrediting applies to tho co - operativo Curriculum only . 

undergone satisfactory training in Sury , ing , including 
( 4 ) Accrediting applios to both the co - operative and regular practical Surveying , m i college or institution i ecognised 
curricula . 

by tho Commission for the purposes of chursday to the 
(5 ) Accrediting applies to day and to 6 -year evening curucula in competitive examination loi tio Save The traimu 
the Cooper Union School of Engineering was submitted to ECPD . puust be equivalent to that givell in the ! ull course for a 

(6 ) Accrediting appliog only to curriculum as gubmitted to ECPD degree or diploma in Civil Engineering The ( urtificar la 
and upon completion of which à l entilicate is issued by Harvard 

inust be signed by the l rincipal ol, or the heart of the 
University centifying that the student has pursued such a 

department of Surreying in , the college al institution . 
curriculum , 

(7 ) The accrediting of a curriculum in general engineering implies For this purpose the ( ommission will Orilin ırily accept 
satisfactory training in engineering scienres and in the basic 

A certificate from any collegt or institution mentioned in 
subjects pertaining to gevoral fields of engineering ; it does not imply 
the aocrediting , la separate curricula of those component portions 

rule 18 of tho foregoing Rules or in prendices I And TI, 
of the curriculum such as civil, mechanical, or loctſical engineering or from any college whil is uffilinted to 11 Vuiversity 
that usually are offered as complete professional unicula leading mentioned in the same Ruile and penders ? lic ( on . 
to degrees in these particular field . 

mission , however, l eserve to themselves the ponor not to 
(8 ) On July 24 , 1940 . Illinois Inatitute of Technology was formed accept any certificate if they are satisfied that the practical 
by the consolidation of Armour Institute of Technology and Lewis 

training referred to therein falls shout of this requirements 
Institute . Curriculo now listed unrior Illinois Institute of Tech . 
nology were listed under Armour Institute of Technology before 

of the Seivico , and their decision in the water will be 
Jatober 24 , 1940. 

final, 


200 


101) 
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1 . Candidates selected for appointment under rule : ( i) 
will be appointed as probatomary officers for a period 
of thume tills . They shallw erge) polactical twining for 
the first two years . Those falouably thinontti oli at the 
end of two years training will be given hang of it working 
post during the third yer of their probationary i criol. , 
At the end of this period they will be contiinseid in the 
Inden Ririlway Service of Engineering prurile ? they have 
jasser all the prescribed departmental criminations and 
are considereil fit for permanent appointment. On gon 
firination their agreement will be continueil La hject to their 
service being tcrminable 01 six months notice on either 
side . 


2 . Officers will be required to pass à riding te st within 
two years of the commencement of tiu probationary tem . 


3 . The standard and syllabus of the examination will be 
such as the Commission shall prescribe and the Cowl 
mission shall , if they think it desirable , determine what 
shall be the qualifying mark in all or any of the subjects 
of the examination . If, owing to the large number of 
candidates appearing , the Commission consider it innpris 
ticable to examine all candidates in liva Voce , the ( om - 
mission may , in their discretion , after the pritten marks 
have been compiled , summon for exainination in l ivu T ore 
only those candidates who have obtained in the written 
test the qualifying mark which may be prescribed by the 
Commission . No caudidate will be considered to have 
qualified at the examination unloss he obtains at least . 

( 1) 40 per cent. of the total marks for the compulsory 
subjects , excluding Viva Voce ; and 

(2 ) 35 per cent of the total marks for the l’ iva Voce 
test. 

4 . From the marks assigued to candidates in tacchi 
subject such deduction will be made as the Commission 
may consider necessary in order to secure that 110 credit 
is allowed for merely superficial knowledge . 

5 . If a candidate s handwriting is not easily legible , ia 
deduction will be made on this account from the total 
marks otherwise accruing to him . 

6 . Credit will be given for good English including 
orderly , effective and exact expression combined with un 
economy of words in all subjects of the examination : 
not only in subjects which are specially devoted 10 
English . 

7. Special attention will be paid in the l ivu l orr test 
to assessing the candidate s capacity for leadership , 
initiative and intellectual curiosity , tact and other social 
qualities, mental and physical energy , powers of practical 
application and integrity of character. 


3 . Officers will be requirudd to pass a language exitinini 
tion iu Urdu or Hindi by the Lower Standard micrlified 
to suit the requirements of the Railways, before they will 
be confirmed or granted any increment beyond the first , 
during the period of probat Olle Officers who ( read , 
write and speak in Urdu or Ilindi inay be exerpted by the 
General Manager from passing the language ("Xiumi n . 
Failure to pass the lamination within the proba u y 
period involves liability to removal troln servire . 


4 Officers of the Indian Railwity Service of Engineers , 
14 ( luted under these leguretanas . vall not be untitled to 
pension on quitting the service, but will be elig bl . through 
out their service for the ben fits of the State Ritilirily Pro 
rident Fund , to u hich they will be required to subser be , 
and by the rules of which Find they will be required to 
ibide . 


J Par will commence trum ile latu noť powing service , 
Service or increments will : 10 count from the same date . 
Service in 
Particulars as to pay üle contained in para . 9 of this 
Appendix . 


APPENDIX IV 


6 . Officers recruited under these regulations shall be 
eligible for leave in accordance with the rules for the time 
being in force applicable to officers of State Builways. 


Fees 

(Vide Rule 16) 
Candidates must pay the following fees : 
A . — To the Federal Public Service Commission 

A consolidated application and examination fee of 
Rs. 82 -8 - 0 ( Rs. 20 - 10 -0 in the case of candidates belonging 
to the Scheduled Castes) with the application . 

(A Treasury Receipt or a crossed Indian Postal Oradear 
only for this amount will be accepted by the Comunission . 
The Commission cannot accept the fee in cash or cheques .) 

NOTE. - The Commission may, at their discretion , remit 
the prescribed fee where they are satisfied that the appli 
cant is a bona fide refugee and is not in a position to say 
the prescribed fee . 

B . - To the General Manager of the Railway concerned 
Rs. 16 before examination by a Medical Board ( only for 
candidates being considered for appointment). 

No claim for a refund of these fees will ordinarily be 
entertained nor can they be held in reserve for any other 
examination or selection . 

A refund of Rs. 75 ( Rs. 18 - 12 - 0 in the case of candidates 
belonging to the Scheduled Castes ) will, however , he 
allowed to a candidate who has paid the consolidated fee 
of Rs. 82 - 8 - 0 ( Rs. 20 - 10 - 0 in the case of candidates belong 
ing to the Scheduled Castes) but who is not admitteil to 
the examination by the Commission , 


7 . Officers will ordinarily be emploved throughout thei; 
service on the Railway to which they may be posted on 
first, appointment and will have no cliuin ) , as a matter of 
right, to transfer to some other Pailway. But the Govern 
nient of India reserve the right to transfor such officers , in 
the exigencies of service , to an ether Ririlray or project 
in or out of India . Officers will be liable to serve in the 
Stores Department of the Stato Railwys if and when 
called upon to do so . 

8 . The relative seniority of officer s pointed under we 
3 ( i) will ordinarily be determined by their order erit 
in the competitive examination . The Governn .c .nu of. 
India , howerer , reserve the right of fixing seniority at their 
discretion in inilividual casus . They also reserve the right 
ofissiguing to officers appointed under rules 3 (ii ). (iii) in 
(iv ) positions in the senioriv list at their discretion . 


9 . The following are the rates of par omissible to 
ufficer s appointed in India to the Indian Ruilway Service 
of Engineers . 

Junior Sale :--- Rs. 350 - 350 - 380 - 380 - 30 - 590 -- - 
EB. - 30 - 770 _ 40 _ 850 . 

Cenis ( imar ! . . -Ps. 609 (1st to 6th 14 1 ) 40 — 1,000 - - 
1,000 — 1,050 — 1,050 — 1, 100 _ - 1, 100 _ -1. 150 . 

Junior Administrative Grade : - Rs. 1, 300 - 60 — 1,600 . 
Senior Admipistrative Grade : - - Tipler consideration 

NOTE - Probationary officers will start pop the minimum of the 
Junior sale and will count their service for increments from the 
date of joining. 

10 . The increments will be viven for aproveil wervice 
only . and in accordance with rules of the Department . 


APPENDIX V 
Particulars regarding the Indian Railway Service of 

Engineers 


( The arrangements and salaries hereinafter described ispro 
suhjert to reyision according to the requirements of tlies 
Service.) 


11. Promotions to the arministrative n on ure depen 
slent on the Orellrrence of vacancies in ilu Sunitional 
romtiiblishment mr are made wholly hr selection : There 
l»riority is considered to confer no clainn for promotion 


194 


E48R RASUL derinaut 
Slave 


held . 
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No . E48RRA . — The following rules for teoruitment to to the examination , and in long 90 ullall have lound to 
the Signal Engineering Depuitinent of the Superior the suitubility of the pplicunts and to the adequate le 
Revenue Establishment of State Railways , uie published resentation of the villould communities and province of 
lor general information : 

Iudic . 
RULLS 

9 (1) A Calidato who is in permanent o tempomry 
PART I 

( tovernment werylocalınll ripply to the commission for 
Iethods of krenuntmut 

cungstou to the creation through the llend of huis 
1 Theo Rules may be called the Signal Engiucerin , 

Department , who mhaill Lornard his applicution to the 
Departiment of the Superior Revenue Establishment of Comhls101) Inless lle cluses him consent to the applicu 
State Runways llocrutinent Rultas 

tioli. 
4 . For the purposes of these Rules 

(11 ) A candidate who is not in Government servire shall 
( 26 ) " Government meuus the Government of Indir 

submit his application direct to the Secretary , Federal 
ii " The ( onUSHION " mund the ledeiul Public Service Public Service Commission . 
Commission ; 
(C ) " High Commissioner " means the High Commis 

(111 ) No candidnte may muke inore than one application 

cu respect of any one occasion on which an examination is 
honor tor India in loondon , 
( d ) “ The Service " neand the signal fugleemg 

10 . A candidate must be either 
Department of the Superior Revenue Establishment of 

( a ) a national of the Indian Dominion hy birib or by 
State Railways ; 

domicile, or 
(e ) " Direct uppoutment " means uppointmjnt otherwige 
than on the result of a coinpetitive examination or by pro. (b ) a rulet cru citizen of an Indian State which has 
motion 0 transfer from another Seivice . 

Acceded to the Dominion of India , or 
( f ) " Solieduled ( uste mens any of the castes me (c ) A person of Indiun descent, or a ruler or a citizen 
tioned in the Govornment of Inilia ( Scheduled ( uste : ) of an Indian State which has not acceded to the Dominion 
?r , 1996 , 

of Indiad , or a citizen of the Pakistan Dominion or of any 
The Service shull be iceruntuu by the following other territory adjacent to India , in whose favour a decla 
Methods : 

ration of eligibility has been issued by the Government of 
(i) By competitive examination held in India in accord the Dominion of India 
unue with Part II of these Rules , 

NOTL - A candidate who wus domiciled in Pakistan Areas but 
(ii) By proinotion of speciully qualified office of the who has migrated OL may migrato frau such antay before the 39th 

September , 1948 , with the intention of poniuilently settling down 
Lowa ( tuzelteel Service and subordinator of the Signal 

m Indle will lo tronted H H Person domiciled in India and no declara 
Engineering Department. 

tion of eligibility for appointment to the Suivico under the Indian 
(111 ) By occasional admission of other qualified person . Dominion in respect of such a person will be necesary 

mounted by tlie ( ovement on thi. Ilcoinn ndations of 11 A candidate must have attained the age of 21 a id 
the Cornmission . 

trust not have attained the age of 25 on the date prescribed 
4 . Subject to the provisions of rule 8 , Government shull 

for this purpose in the notice issued by the Commission 
determine the method or inethods to ha enıployed for the 

under rule ( 1 candidate Is, Jongng to i Scheduled Cante 
purpose of filling any purticular vucancies , or such vucati 

inust have attaid the age of 21 and must not have 

sittained the age of 28 on the mora sabed date 

during any partilla 
ries is it s inay sequie 10 bi hilli 

Candidates 
period , and the number of candidates to be recruted by 

already in Railway Service , wlio are over the age of 25 
l ach method , 

and under the age of 30 ( in the case of a Scheduled Caste 

candidate who is under the age of 33 ), on the date pre . 
5 . Appointments to the Service which is made otherwise 

scribed for this purpose in the notice issued by the Com . 
than by promotion will be govorned by the principles laid 

mission under rulo 6 , inay , however, be admitted to the 
dowll in the Government of Ind121, Mmstill of llonne 

examination if they hold a substantively permanent 
Affairs Resolution No . 10 / 10 /47 -Ests . ( R ), dated thc 21st 

appointment and re recommended by their Department or 
August 1947 (regarding coinmunal ropresentation in the 

Office 
Central Serviços ), and the supplementary instructions 
issued in conneotion therewith . 

12 A candidate must anuisfy the ( ornmission that his 

( horacicr is such as to inuke him suitable for uppointment 
PART II 

to the Service Department 
Recrurtment by ( omperitive Brumination 

1:3 A cundulate must have - 
6 . A coinpetitive oxamination for admission to the Ser 

1) passed sections A and B of the Associate Member 
vicc shall be held in India at such times and places Am 

hip Examination of the Institution of Engineers (India ) 
Government may prey( ribe by notice in hierd though the 

ur have any other educational qualifications recognised by 
** mission Every much notice will, when possible, 

that institution as excnipling from passing theso sections, 
werevunce the number of vacancies to be filled on the 

vide Appendix I ; or 
result of the evmination 

( ii ) obtainod an engineering degree of one of the univer 
If the waamination held under this part of the cities mentioned in Aprendiz II under the conditions pre 
Rules is a combined ovamination for the purpose of inaking irribed in that appendix . or 
appointinents , to more than one Services or Department 

(vii ) passed the Associuteshir Examinatiou of the City 
the following provisions shall apply : 

ind Guilda Instiute ( Iinprrial College of Science and 
(1) Any person may apply to be admitted as a candidato Tchnology, South Kensington ) in Civil Engineering ; or 
for appointment in all or any of these Servicos or Depart. 

(19 ) pahared the Associnte Examination from the Bengal 
ments for which he is eligible { he wishes to compete for 

Knginoxring College in Mechanical Engineering ; or 
appointment in NOVA Thuone yorum on Deprurtinent, die 
shall state on his application forin which Services or 

( v ) have obtained the B . Sc. degree in Engineering of 
Departinonts he wishes to compete for and the order Alignrh Muslim University ; or 
of his preferench between them od in such curse onlione ( vi) ohtiinted the All - Indin Diploma in Electrical 
applicatiou form will be necessary and onc payment of Engincering of the Delhi Polytechnic : 
the fees referred to in rule 16 (and Appendix IV ) will be 

l rouded that in mxceptional cases the l ommission may 

prouded that inceptional viser 
sufficient . 

on the Technication of the ( entrul Chovernment or a 
(ii ) Government shall assign successful candidates to Provincial Government trent as a qualified candidate, a 
ench Service or Department on il consideration of all cir - - - - - 
( umstances including any personal preference expressed 

* The Aubmission of applications by person in Government forvire 

is furthes governed by the Government Servants Application for 
by the candidate 

(Central Servin) 

Posts 
8 The inaximum number of candidates to he admitted * ( Railway Servicos ! Nu 

Rules [published with the Govornment of 
to MV Arimination miny in tlit Jincretion of Govtiment Inila . 

Home Department 
he limited to such numbet not being less than 

Notifination 
200 

Railway Department (Railway Roardi 

14 
Government may duedd li in limit in imposent and the 
murbei of (undidate 4 Exis 

VII" 22nd Januar 106 89 arendort from 
that lunit , the l oininis 101 time to timol, and the corresponding rules made by Provincia ] 
shall select from the applicants those who shall be admitted Covermenta , 
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candidate who , though he has not all or any of the quali 

APPENDIX I 
fications prescribed in this rule , has passed examinations List of Examinations recognised by the Institution of 
conducted by other institutions of a standard which in the Engineers (India ) 98 erempting from Soction8 " A " and 
opinion of the Commission justifies bis admission to the " 13 " of the Associate Membership Examination [ vide 
examination . 

Rule 13 (i) . 

Institution of Olvil Sections A and B of the Associate Mom 
14 , No candidate shall be admitted to the Examination 

Engineers , London . bership Examination , 
unless he holds a certificate of admission from the Com . Institute of Mechanical Beotions A and B of tho Ageociate Main 
mission , 

Engineers , London , bership Examination . 

Institution of Eleotrioal The Angoolate Mønborship Examination . 
The decision of the Comıniggion as to the oligibility or Engineers , London , 
otherwise of a candidate for admission to the examination Oxford , , , B . A , with Honours in Enginooring Solence 
shall be final. 

Final Honours School, 
Cambridge . 

B . A . ( Honours ) Mechanioal Solences , Tripon , 
10 . No recommendations except those invited in the St. Andrews 

B .8o. in Engineerlag . 
form of application shall be taken into consideration . Any Glasgow : 

B .So, in Engineering . 

Edinburgh 
attempt on the part of a cand date to obtain support for 

B . So. in Engineering . 
Dublin 

B . A . I. (Ordinary , or with Honours in 
his candidaturc by othor means may disqualify him for 

Engineering) . 
admission . 

MoGill University B .so. in " Civil" or " Mechanical" or " Eloo 
(Montreal) . 

trical" or " Metallurgical" or " Mining 
18 . Candidatos must pay such examination fees as Gov 

Engineering ( Honours or Ordinary 
ernment may prescribe (see Appendix IV ). No claim for a 

Degree ). 
refund of any of these feos will ordinarily be entertained , Durham . . , B .8 . in " Civil" or " Mechanioal" or 
nor can they be held in reserve for any other ( xamination 

“ Electrical" Engineering, or in " Naval 

Architooture " ( Honours or Ordinary 
or selection , 

Dogree ). 
17 . Examinations under thene Rulon shall be conductol London 

B .So, (External and Internal Degree ) in 
by the Commission in the manner prescribed in the regula 

Engineering (not including the B . 8o. in 

Engineering (Metallurgy ) ] (Honor -- - - 
tions which form Appendix IJI to these Rules . 

Ordinary Degree ). 
18 . (i) After every examination the Commission shall 

B .8o . ( Internal) in Engineering (Minng ) 

[obtained in or after 1920 ). 
make a list of the candidates in order of their merit as 

B .do. (External) in Engineering (Mining ) 
disclosed by the aggregate marka finnlly awarded to each 

[Hona , Degree obtained in or after1938 ). 
candidate , and in that order so many candidates up to the 

V candidates up to the Viotoria University B .do. Tech . (Ordinary Course Division I 
number of unreserved vacancies announced under rule 

(Manchester ). 

in Electrical Engineering . 

B . 8o. Tech . (Ordinary Course Division II ) 
B above, as are found by the Commission to be qualificd 

în Eleotrical Engineering . 
by the examination and are considered by Government 

B , 8o. Tech . (Higher Courro Honours Divi. 
or the appointing authority , as the caso may be, to be 

sion Ordinary Courna , Division I) in 

Municipal Engineering . 
suitable in all other respecto , shall be appointed . 

B . 8o . Tech . (Ordinary Course Division I ) 
(ii ) For the purpose of rule 5 of these rules , appoint 

in Mechanical Engineering . 
ments to vacancies to bo filled by members of a particular 

B . Sc . in Engineering (Honours Degree 

or Ordinary Degros from 1925 onwards). 
coinmunity or communities shall be made by Government 

B . So . Teoh . in " Mechanical" or " Eleotri 
or the appointing authority as the case muy bo , in the 

oal" Engineering. (Honours Division 
order of merit of the candidates belonging to the particular 

in tho Final Examination ). 
community or communities, provided they have qualified 

Birmingham . . B . So, in “ Civil " or " Mechanical" or " Elec 

trical Engineering (Honours or 
in the examination and are in all respects quitable for 

Ordinary Dogree ). 
employment in these services , 

Liverpool . , B , Eng . in " Civil" or " Mechanical" or 

" Marina" or " Electrioal" Engineering 
19 . A candidate must be in good mental and bodily 

or " Neval Architeoture " (Honours or 
health and frec from any physical defect likely to inter 

Ordinary Dereo ) , 
fere with the discharge of his duties as an officer of the Leeds . . . B . 90 . in “ Civil" or " Mochanical 
Bervice A candidate who (after such physical examina 

" Eloctrical" Eogineering (Honours or 

Ordinary Degree ). 
tion as Government or the appointing Authority , & the Sheffleld , 

B . Eng . in " Civil ” or “ Mechanical" or 
case may be, may prescribe) is found not to watisfy those 

" Electrical" Engineering ( Honourg 
requiriments will not be appointed . Only candidates who 

Degree or Ordinary Degroo with a Firet 

Clage in the final Examination will not 
are lik ly to be considered for appointment will be phyni. 

be required in the pages of degrees ob 
cally examined .* 

tained in or after June 1930 ). B . E . (MAT .) 
20 . (A ) Appointments shall be made on probation for 

Hona, only . 
Bristol 

B .So. in “ Civil" or " Mechanical" or 
period of two years . 

" Electrical" Engineering ( Honours 
(b ) If, in the opinion of Government, the work or con 

or Ordinary Degree .) 
duct of an officer on probation is unsatisfactory , or shows Walog , , , B . So . in "Civil" or " Mechanical 
that he is unlikely to become efficient , Government may 

" Eleotrical ” Enginooring. 

National University of B . E . 
dircharge him forthwith . 

Ireland . 
( c ) On the conclusion of his period of probat on , Goveri 

Quoon s Univornity B . $ o. In Engineering . 

( Belfast) . 
ment may confirm tho officer in his appointment, or , if his 

Sydney , , , B .E . in “ Civil ” or in " Moolanical" and 
work or conduct has in the opinion of Government been 

" Electrical Engineering . 
unsatisfactory , Government may rither discharge him from 

Melbourne . . . B . C . E ., B . Mech . E ., or B . E . E . 
the Service or may extond his period of probution for quali 

Now Zealand . B . E , in " Civil " or " Mechanical" or 

" Eleotrioal" Engineering . 
further period ng Government may think fit: 

Adelaid . . . B . E . in " Civil " , " Mechanical" or " Electrl. 
(d ) If no action is taken by Government under quh -rule 

cal" Engineering. 

Queensland . , B . E , in " Civil or in " Mechanical" 
(b ) or ( c ) of this rule the period ofter the prescribed 

and 

" Elootrical Engineering . 
period of probation shall be trented as an engagement from Woutern Auatralia 

B . E . 
month to month , ferminnble on either side on the expira 

South Afrioa 

B .Sc. in Engineering (until 1921). 
tion of one cnlendar month s notice in writing 

Cape Town . B .Sc. in Engineering . 

Witwatersrand , . B .Sc. in " Civil" or " Mechanical" and 
(r ) If the power to make appointments in the Service 

" Eleotrioal" Engineering . 
la delegated by Government to any officer, that officer may 

Caloutta . . . B . E . Examination in Civil or Mechanical 

or Eleotrical Engineoring , B (Mt. ) & BÝ 
Myercipe any of the powers of Government under this rule 

(Mat . ) 
( f) Particulara Ag to pay and general conditions of scr . Bombay , . . B . L . Examination . 
vice prescribed for prohntioners in the Signal Engineering 

Madras 

B . E . Exuinination . 
Derartinent of the Superior Revenue Establishment of 

Bonarog Hindu University B . So. Examination in Engineering . 
State Railwaum will be found in Appendix V 

B .8o. (Mining ), 
Patna 

B .So in Engineering 

Rangoon . , B .8o. in Engingering . 
In order to prevent disappointment candidates are advised to 

B . E , in Civil. Mechanioal or Electrical 
have thomaolven Axamined hy A Government medical officer of the 

Engineering . 
standing of a Civil Murgeon , before applying for Admission to the Punjab 

B . No. in Engineering . 
ATAmination . Partloulary of the nature of the phyrinel tent to which Osmania University B . E . 
candidates will be submitted before appointment and of the standard (Hyderabad ). 
required nan be had from the Commiagion . 

Travancore University B .8o . (Eng .) degree. 


or 
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East Punjab Engineering B .So , ( Engk .), so long as tho college is Arizona , University of Civil , electrical, mechanicul, 
Colloge , Roorkoe . tollowed to utilize all the equipments and 

mining . 
tho laboratories of the Thomason Civil 
Engineering Colloge , Roorkoe . 

Arkansas , University of. - - Civil, electrical, mecnanical. 
Diplomu in Engineerini 

Brooklyn , Polytechnic Institute of Chemical (day and 
City und Guilds (Enginvering) College, Kensington . B - years evening), civill, electrical", mechanical? 
University Colloge , London . 

Brown University . Civil , electrical, mechanical. 
King s College, London . 

Luchnell University - Chemical, civil , electrical, mecha 
City un Gulds of London Institute, Technical Collego, 
Finsbury , Diploma or Higher Certificate (three years 
courbe ) it taken by matriculated Students or Students who 

California Institute of Technology . - - Aeronuutical (5 ani 
huve passed the Institution Studentshil Examination or 

- year courses ), cheinical (5 - year course ), civil, electrical, 
ito recognised cquivalent . 

mechanicul. 
Royal Technical Colleges , (ilunguw , l inal Diploing 

California , University of Civil, clectrical, mechanical, 
Examination in Mechanical or Electrical Engineering 

inctallurgical (metallurgy ), iniping , petroleum . 
provided an approvei Murriculation Examination bas been Carnegie Institute of Technology.-- Chemicula, civil1 , 
pussed beforo beginning the course 

electrical?,4 industrial (management7, 4) mochunical1 ,4 , 
Thomson Civil Buyincering Colloge, Roorkce . - Diplom iuetallurgical-, *. 
in Civil Engineering ( formerly Assistant Engineer s certi- Case Instilute of Technology - Chemical, civil , electri 
ficate ) . 

ca ), mechanical, metallurgicul. 
Indian Instituto of Scienco , Bangalore . -- Diploma in Catholic University of America . - Acronautical , urchi. 
Electrical Tochnology, or in Electrical Comm icution techtural, civil, electrical, mechanical. 
Enginecring . 

Cincinnati, University of. - Aeronautiral”, chemicals , 
Manchester . Certificate in Technology, Moclauicul or 

civils , electrical , mechanical . 
pctrical Engineering , 

Citadel, The . - Civil. 
Punjab College of Engineoring and Technology (formerly 
Maclagan Engineering College), Moghalpura . - " A " Class 

Clarkson College of Technology .--- Chemical, civil , clectri 
Diploma in tho first division (65 per cent . or more marks ) cal , mechanical 
bind in the Honours Division (80 per cent. or more marks ) Clomaon Agricultural College . - Civil, electrical, necha 
in (1) Mechanical Inginecring , ipu (ii ) Electrical Engi- nical, 
neering froin 1936 . 

Colorado School of Ming8 . - Geological, inotallurgio :11 , 
Colloge of Hugineering and Technology , Jadavpur, mining, petroleum . 
Bengal. - - Diploma in Mechanical Engineering and Electri- Colorado State College . - -Civil , electrical, mechanical. 
cal Engineering froin 3941 onwards , provided that candi - Colorado, University of Architectural, civil , electrical 
dates huve passed Inter. Examination in Scionce of o mechanical ( includes acronautical option ). 
recognisod University with Pbysics , Chernistry and Columbia University . - - Chemical , civila , electricala . 
Mathenaves. 

industrial , mechanical2 , metallurgicala, mininga 
College of Engineering and Technology , Sadavpur , 

Connecticut, University of Civil, clectrical, mechanical 
Bengal .- Diploma in Chemical Engincering froin 194 ] 
onwards , provided the candidatos have passed the Inter. 

Cooper Union School of Enginecringe--- Chemicals , civils , 
Examinution in Science of a recognised University with 

eloctrical", mechanicale . 
Physics , Chemistry and Mathomatics . 

Cornell University. - -Chemical, civil, electrical , indus 
Degree Course (without regard to whether tho candidato trial (administrative ), mechanica). 
has passed the Intermediate Examinntion or not) or the Darlmouth College . - Civil . 
Special Degree Examination . 

Dolaware , University of. - Chemical, civil, electrical, 
Diploma of the Farnduy House , London , as obtained by 

by mochanical. 
actually passing the examination of the Faraday House 

Denver, University of. -- Electrical. 
l ollege of Engineering and Technology , Bengal.-- 

Detroit, University of Aeronautical" , architectural4, 
A pass in Degree Course (without regurd to whether tl10 

chemicals , civila , eluctricall, mechanical4 . 
candidate has passed the Intermediate Ixumination or 
not). 

Drexel Institute of Technology . - Chemical4 , civila 
A pans in the Special Degree Examination . 

electrical , mechanical4 . 
The Engineer Officers Supplementary Euginecring Duke University .- - Civil , electrical, mochanical . 
Course . 

Florida , University of Chemical, civil , electrical 
ho Delhi Polytechnic and the All India Diploma in industrial, inechanical. 
ineering when punished after completing the course of 

George Washington University . - - Civil, electrical 
study . 
Heriot Watt Colloge, Edinburgh . -- Associateship in 

mechunical 
Electrical Engineering . 

Georgia School of Technology . - Aeronautical, ceramics 

chemical ( including co -operative curriculum ) , civil 
Naval Officers : 

electrical4, mechanical4. 
Examination which gualifics as Lieutenant ( E .). 
Royal Naval College , Greenwich : 

Harvard Universityb. omCivil , communication , electrice 

industrial 
Professional Certifiento for Constructors 

(engineering and business administration 
mechanical, metallurgical (physical metallurgy ) , sanitary . 

Idaho , University of. - Civil, electrical, mechanica 
List of Diplomus or Degrees of American Engineering metallurgical (metallurgy), mining ( includos geographics 
Institutions the Curricula of which have accredited by option ). 
the E . C . P . D . and holders of which have taken a full four Illinois Institute of Technology (Armour College 
years coude of studies in such institulions and have hail 

Engincering ) _ Chemical, civil , electrical, mechanical. 
at least four years experience in praclical Engineering and 
which have been crempted from Sections A and B of the 

Illinois, Universily of. - Architectura ), ceramic (techr 
Associate Membership pramination of the Institution of 

cal option ), chemical, civil , railway civil, electrical, railwį 
Enginepte (India )* 

electrical, goncral?, mechanical , railway mechanico 
Akron , University of.- - Electrical , mechanical (indus 

metallurgical, mining . 
trial and aeronautical options) 

Jowa State College. Agricultural, Architectural, cer 

mio , chemical, civil, electrical general?, mechanical. 
Alabama Polyteohnic Institute. --Civil, electrical, mecha . 

Iowa, State University of.- Chemical, civi), electric . 
hica ). 

mechanical, 
Alabama. University of - Acronautical, civil , clectrical, Johng Ilopkins University - Chemical, civil , electric 
industrial, mechanical, mining . 

mechanical 
Alaska , University of Civil, mining (including meta )- Kansas State College. - Agricultural, architectural, civ 
lurgical and geological options ). 

electrical, mechanical. 
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Kansas, University of. - -Architectural, civil, electricu ), Ohio State University . -- Ceramio , chernival, civil , elec 
mechanicul, niining . 

trical, industrial, Mechanical, metallurgical, rniring 
Kentucky , University of. -- Civil, electrical, mechanical, (mibe ). 
motallurgicul, mining . 

Oklahoma Agrioultural and Mechanioal Collego . - -Civil, 
Lafayette College - - Civil, electrical, industrial (acininis - clectricnd, ordustrial, mechanical . 
trative ), mechanical, metullurgicul, muning 

Oklahoma , University of Architectural, cherical, 
Lchiul Univerxilll --- Cherical, civil. electrical indus ( lvil, clectrical, nechanical, petroleurn . . 
trial, mechanical, inetallurgicul , mining . 

Oregon State College . - Chemical civil, electrical, 
Lorusiana State Universily - Chernical, civil , electrical, Mechanical. 
mechanical petroloum . 

Pennsylvania State College . - Architectural, ceramic 
Louisville , University of Chemical , civil ", electrice ! 

( ceramics ), chemical, civil, electrical, fuel technology, 
mechanical4 

industrial, mechanical, metallurgival (metallurgy ), mining 
Maine, University of Civil, clectrin , general?, mucha potroleum and natural gilfs, sanitary 
nical 

Pennsylvania , University of - - Chemical, civil, electrical, 
Manhattan College . - Civil, electrical. 

Nechanical 
Marquette University .--- Civil3 , Hectrical , mechanical 

Pittsburgh , University of. - C homical4 , civil4 , electrical4 . 
Maryland , University of. - Clienicul, civil, electrical, m ustrinla niechanical, metullurgical mining4 Detroleum . 
Inechanical, 

Irati lustitute - Electricul, mechanical. 
Massachusetlo Institutr od Technology . - -Aeminutioll, Princeton University - Chemical civil. electrical. 
building and coustruction , chenicul, civil ( includes option 

mochanical 
in Sanitary engineering) , electrical", general?, industrial 
(business and ongineering and mainitution ), mnochanical 

Puriluk University .- - Avionautical, whernicul, civil , Hec 
installurgicul (metallurgy ), muyal Mrhitecture and murine 

e friend, nechanivul, unetulurgicul. 
engineering (including marine transportation ). 

Rongelaer Polytechnic Instruto . - Aeronautical, che 
Michigan College of Mining and Technology .- -Chornicol , cal, civil , electrical, industrinl, mechunical, metallurgic 
civil , electricnl, mechanical, metallurgical, mining , 

Rhode Island State College. - Civil, eloctrical, mechani 

cal. 
Michigan State College.-- Civil , electrical, mechanical 
Michigan University of.- - Aeronautical, chemical, ( ivil . 

Rice Institute. - - Chenioal, civil , electrical, mechanicul. 
electrical engineering inechinics, inebunicul, metullurgi 

Rorkester , University of - ( hemical, mechanical. 
cal, zaval architecture and marins enginarring , tranporta Rose Polytechnic Institute. - Civil , electrical, mechani 
tion . 

Cal. 
Minnesota , University of -- - Aeronnutical, chemicnl, Tutgers University - -( ivl, electrical, mechanicul, sani 
civil , electrical, mechanical, metallurgical, mining , tary . 
petroleum . 

Santa Clara , University 03. - Civil, electrical, mecha 
Misscasippi State College —Civil, clectrical, mechanicul. nioal . 

Missouri School of Vinns and Metallurgy . C eramic , South Carolina , University of - - ( ivil, electrical . 
civil , electricul, metallurgiral, mining (mino ) (including South Dakola State Colleyp . - - Civil, electrical, mecht 
petroleum option ). 

nical . 
Missouri, University of. - Chemical, civil, electrical, South Dakota State School of Mines , - ( ivil, Olectrical, 
mechanical 

general", inntallurgical, naining 
Montana School of Mince.-- Creologicnl, metallurgical, Southern California , University of.- -Civil, olectricnl, 
mining. 

merhnoical, petroleum . 
Montana State College. ( ivil , eloctrical, mechanical 

Southern Methodist University .„ Civil , electrical4 , 
Nebrasla , University of Agricultural, irchitecturni, merlianic14. 
civil, Olectrical, mechanical. 

Stanford Univoraity . - Civil , electrical, mechanical, 
Navada University of - Electrical, inechanical, mining . metallurgical, mining , petroleum . 

New Hampshire, University of . — Civil, eloctrioul, Stereng Institula of Technology . Goneral?. 
machanical 

Swarthmore College .-- Civil, electrical, mechanicnl. 
Neu Merico College of Agricultural and Mechanical Syracuse Universily . - -Chemical, civil , clectrical, indus 
Arte.- - Civil , electrical, mechanicni 

trial ( Admninistrative ), mechanical. 
New Mexico School of Mines. - Gcological, mining , Tennessee , University of Chemical, civil , electrical, 
petroleum . 

mechanical 
New Mexico, University of. --Civil, electrical, mecha 

Teras, Agricultural and Mechanical College of Aero 
pical. 

nautical, chemical, civil , electrical, mochanical, petroleum 
New York , College of the City of . - ( vill electrical ( 4 -nud 5 - years courses ). 
mechanical 

Terd,, Colloge of Mines und Metallurgy . - Mining 
New York State College of Ceramics (nt Jlfred Univer . 

( inning option , mining geology , inotnllurgy option ) 
ity ). - - Ceramic , 

Teras Technological College - Civil , electriwal , mecha 
New Yord University . - Auronautical, cheniical ( day and 
- year evening), civil, clectricul”, industrial (administra Terits , University of. -- Architectural, chemical, civil, 
ive ), mechanicall, 

electrical, mechanical, petroleum (petroleum production ). 
Nowark College of Enginroring .- -Civil ", plectrical4 . 

loledo , University of. - General . 
mechanical4. 

Tufts College. - Civil, electrical, mechanical. 
North Carolina State College . - Ceramic , civil, electrica ), 

Tulane University of Louisiana , Civil , electrical, mecha 
vechanical 

nical, 
North Dakota Agricultural College.-- Architectural, 

Trulsa , University of. - Petroleum ( including option in 
echanion ). 

refining and production )" . 
North Dakota Uninarsity of.- -Civil, eloctrical, mccha 

Union Collego . Civil, electrical 

United States Count Guard Academi . ~ Ghoeral". 
cal, mining . 

Utah State Agricultural College .- - Civil. 
North Eastern University . - Chemicals, civils, electricals 
dustrial , mechanicals . 

Utah , University of Civil, electrical, mochanical, 
Northwestern University , Chemical, civil, electrico ). metallurgical, mining . 
- chanical. 

Vanderbilt University .„ Civil , electrical, mechanical. 
Noruich University - - Civil , electricnl. 

Vermont, University of Civil , clectrical, nechanicnl. 
Notre Dame, University of.-- Aeronautical , civil, elec Villanova College . - Civil, electrical, mechanical, 
cal, mochanical, metallurgical (metallurgy ) 

Virginia Military Institute. - Civil, electrical. 
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Virginia Polytechnic Institute . - --Ceramic , chercul, « ivil, 

APPENDIX IJ 
olectrical, industrial, mechanical. 

Litut of ( niversity degrees which will be incognised for 
Virginia, University of Chemical, civil, electrical, admission to the examination ( vide Rule 133 ( 11) ] 
mechanicul. 

l ambodge — Ordin :u y agree B 4 , m Engineering , pro 
Washington , State College of — Archutectural, ciud, Hles lled the gludunte hus passed in the principal subjecta , 
trical, mechanical (basie option ), metallurgical, mining Engincuing I, Inginerung II and Engneering II 

Washington University . Architectural, civil, electrical Glasgow — 13 . 50 1 Vival Architecte ( Honours on 
industrial, ( Administrative ), mocha1111cu1 

Onlines logico ) 
Washington , University of . — Acronauticnl, cerami , Durlum . - B S in Jurine Eugin ecring 
cherical, civil , clectrien murhonul, metallingical, 

Aberdeen - 13 Se. 11 Engineering (Honours or Onlinni y 
mnining. 

clegice ) 
Wayne University - Civil, clectuoal, incchanical 

Nos — l be uhuve dignes will be capted only if tatou after 
Webb Inatilute of Naval Architecture – Naval suc lution 

throu vers study and the 12949117 of the regular evomu ations in 

the hyrial Universities The conditions wo to three years grudy 
ture and morina ungineering 

will not , lcucvel , apply to Indume why , naving taken an Inılan 
West Virginia Universily -- Civil, electrical, mechuic i aligice which exempty them from part of tho University Louillo , 

shall havo takon one of the abovu degrees in loss than thrco years 
mining 

in 7cordance with the regulation of the University concerned 
Wisconsin , University of. - Chemie civil , electual, 
mochanical, motallurgical, mining . 

APPENDIX II 
Worcester, Polytechnic Institute -( hemical, ciut, 
electrical, mechanical 

Standuril and Syllabour of the Examination (vale Rule 17 ) 
Wyoming , University of. — Civil , vlecolzinl, mechanical The subjects of the earunntion will be 
Vale Universily . -- Chemical, civil, electrical, nuechuniani, 

1 (a) ( ompulsory 
m furgical, (metallurgy ). 

Márka 
( 1) English ( including Ensay and Procis Writing ) 

100 
Explanatory Notes (2 ) General Knowledge 

100 
* With the Oxception of tho chemical engineering with this 

( 3) Electrical Engineering . . 

200 
1191 15 corrected to October 24 , 1947 , and is subjut to continua ! 
levision . It applies only to curricult whil have been inspecter hy 

(4 ) Electrical Communication Engineering .. . 200 
the committee on Angmeezing schools , whether conducted on the 

(85 ) Mechanical Engineering 
usual plan of operation or on the accelorale plan Al the icqucut 
of tho council of tho American Ingtitute of ( hemical Engineers , 

(6 ) Vica l OCA . . . . . 300 
due to the effects of the WAL upon education in chemical engi.leerlúg , 

(b ) Optional 
all occur iting of chemica . engineering curriculu . Luilscd with the 
1943 Tint Until such time 46 rea vonably normal oduration 11 Any (wo of t o following subjects 
activities in the chemical engineering fields have been icnumeid and 
re - Oxaminations made, no current list for inig division of engineering ( 1) Construction , 
will be published . 

(1) Building Materials , . 

. 
(1 ) Accrediting applica to the day and evening curricula 

(11) Dobgn of structures , 
( 2 ) Accrediting applies to thi 4 - yeni and 6 - year collicula ten lung 

(111) General prinoiplex governing the design 

100 
to the hachelor of B ( 1000A degree 

uf Ruwuy Roads , 1 [ arbou ond other 
(3 ) Accroditing applies to the co - operative ( uunculum only . 

works 
(4 ) Accrediting applios to both the cn .opeintive and popular 

(2 ) Survoying . . 

100 
ciuricula . 

( 3 ) Applied Mechanics ( including strength of 
(5 ) Accediting applies to day and to 6 -yeal ( venug cuniculo in 

materials and Thuory of struotuos ) 

100 
the Couper Union School of Engineering Ri auhinit Lello ECPD 

(4 ) Applied Mathematic4 . . 

100 
(6 ) Accrediting applion only to curriculum ily submittcrl to EXT ] ) 
and upon completion of which a certificates 19 issued by Harvard 

2 A candidate who takes Suivoying as an optional 
University citilying that the student has puued anche subject must produce al certificate that he has undergono 
curriculum , 

satislaclory training in Surveying including practical 
(7 ) The accrochting of a curriculum in general engmeeting impliey Surveying in a college or Mbtitution recognised by the 
Matisfactory training in engineering Sciences and in the bas" 

Commission for the purpose of admission to the competi 
subjecte per tanning to several fields of coguociing ; it does not aply 

ve Cu tion for the Service Thc tuning must be 
the accrediting , us soparato cunku , of those component portions 
of tho curriculum such as Civi, mechanical, or electrici) on sinering 

equivalent to that gren in the full course for a degree or 
that 1917ally aro offered os complete professional curricula llucing diploma in Civil Uusinecring The certificnte must be 
to degroue in these particular fields 

bigned by the Principal of, or the hond of the department 
(8 ) On July 24 , 1940 , Tllinois Lustituto of Technology was formed of Surveying in the college or institution 
by consolidation of Armour Institutą vf Tochnology and Ley18 
Ing ), 

For this purposr the Commission will ordinarily accept 
Curricula now listed under Illinois Institute of Tech 
nology were listed under Armour Instituto of Technology before I certificate from any college or institution inentioned in 
October 24 , 1940 . 

mule 13 of the foregoing Rules or in Appendices I and II , 

or from any college which is affiliated to any University 
LIST OF ACCREDITED CURRICULA OF TECIINICAL mentioned in the same Rule and Appendices The Com 
INSTITUTE TYPE 

mission , however, reserve to themselves , the power not to 

accept any certificate if thov are satisfied that the practical 
Academy of Aeronautica (LaGuardin Bield , . 1 ) - 

THUDIO ietened to therein talls short of the requirements 
Aircraft design and construction (resident tull-line pro . 

of the Service , and their decision in the mattor will be 
grams and resident part -time evening programs), aircrati 

fimul. 
mechanics and maintenance ( resident full- time programs 

3 . The mtandard and syllabus of the examinntion will bo 
and resident part -time evening programı ) 

such as thie FPS ( ommission shall prescribo and the 
Aeronautical Institute (Hau thorne , Calif ) - - Electrical 

Commission shall , if they think it desirablo , determine 
enginecring . 

uhit shx ]] be the qualifying mark in all or any of the 
Aeronautical University , The ( Clucago , IL ) - - Meio subjects of the eximinntion 
nautical engineering drafung . 

II owing to the birge number of cindidntes appearing , 
Blige Flectrical School (Wushington , DC ) Hunder the Commission (osnier it impracticnble to examine all 
montals ot industrial electrical engineering 

(inclidates in vira loce , the Commission muy, in their 
Capitol Radio Engineering Institute (Wasdungton , 

discretion , after the written marks have been compiled , 
D . C .). — Residence course in practical ruudio engineering , 

surmon for eminination in viva l oce only those candidates 

who have obtained in the written test the qualifying mark 
correspondence courso in practionl radio engineering . 

which may be prescribed by the Commission . No candi 
Franklin Technical Institute (Boston , Miss ) — Industrial 

date will be considered to have qualified at the Olumination 
olectricity . 

unless he obining at least : 
Wentworth Institute ( Boston , Mass ). - Machine con - ( 1 ) 40 per cent of the total marks for the compulsory 
struction and tool design , steam and Diesel engineering, subjects , excluding vion voce ; and 
architectural construction , electrical construction 

( 2 ) 35 per cent of the total inarka for the vina 100mp test 


ha 
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4 . From the marks assigned to candidates in cach sul practical departmental examination which will include 
ject such deduction will be made as the Commission inay tests in principles of signalling and interlocking and 
consider recessary in order to secure that no credit is systems thereof in use , acoounting , estimning, general 
allowed for merely superficial kuowledge. 

and subsidiary rules , Fuctories Act , Workmen s Com 

pensation Act, ability to handle labour and general 
6 . If a candidate s landwriting is not easily legible , a 

application to work or works on which they are engaged 
deduction will be made on this account froin the total 

while on prolontioll , wild will , il successful, bestonline 
murks otherwiso ik cruing to him . 

in the Signal Engineering Dopartment of the Superior 
6 . Credit will be given for good English including 

Revenue Establishment of State Railways. On confirma 
orderly , effective und exact expression combinod with duo tion their Agreement will be continued subject to their 
economy of words in all subjects of the examination and 

bervice being terminablo on six months nolice on either 
not only in subjects which are specially devoted to English . 

side. 
7 . Special attention will be paid in the viva voce test to 

Both the probationary period and the period on probation 

miwhir initiat may be modifier by Government in the case of those 
118sessing the candidato s capacity for leadership , initinuse 
and intellectual curiority , balco Am other forin } qualities , 

already in Railway service . 
mental and physicul energy , powers of practical application 2 . Officers will be required to pass a language examina 
and integrity of character . 

tion in Urdu or Findi by the Lower Standard modifiod to . 
suit the requirements of the Railways , before they can be 
confirmod or gruntcr any increinont , beyond the first, 

cluring tho period of probatiou . Officers who can read , 
APPENDIX IV 

writo and speak in Urdu or Ilindi may be exempted by 

the General Manager , from passing the language exenins 
FEES 

tion . Hailure to pass the examination within the proba 
[ Vide Rulo 16 ] 

tionary period involves liability to removal from seri 

9 . Officers of the Signal Engineering Department of the 
Candidates must pay the following fees : 

Superior Revenue Establishment of State Railways 
A . - To the l ederal Public Service Commission 

recruited under these regulations will not be entitled to 

pension on quitting the service, but will be eligible 
A consolidated application and examination fee of throughout their service for the benefits of the State 
RA . 82 - 8 - 0 (Rs. 20 - 10 -0 in the case of candidates belonging Railway Provident Fund , to which they will be required to 
to ths Scheduled ( astes ) with the applicntion . 

subcribe , and hy the inless of which Fund they will be 

required to ubide . 
( A Treasury Roveipt or a crossed Indian Postal Order 
only for this amount will be accepted by the Commission . 4 . Pay will commence from the date of joining service . 
The Commission cannot accept the fee in cash or cheques .) Service for increments will also count from the same date . 

NOTE . — The Commission may, at their discretion emit l articulars as to pay dre contained in this Appendix . 
the prescribed fee where they are satisfied that the 5 . Oficers recruited under these regulations shall be 
applicant is n bona fide refugee and is not in a position to cligible for leave in accordanco with the rules for the time 
pay the prescribed fee . 

being in force applicable to oficers of State Railways . 
B - To the General Manager of the Railw y concerned - - 

6 . Officors will ordinarily be employed throughout their 
Rs. 10 before examination by a Medical Board ( only service on the Railway to which they may be posted on 
for candidates being considered for appointment). 

first appointment and will have no claim , as a multor of 

right, to transfer to some other Railway . But the Govern . 
No claim for a refund of these fees will ordinarily be 

ment of India roberve the right to transfer such Officers 
entertained nor can they be held in resorve for any oiher in the exigencies of service to any other Railway or pro 
examination or selection . 

ject in or out of India . Officers will be liable to serve in 

the Stores Department of the State Railways if and when 
A refund of Rs. 75 ( Rs. 18 - 12-0 in the case of candidates 

called upon to do so . 
belonging to the Scheduled Castes ) will, Lowevor , be 
allowed to a candidate who has paid the consolidated fea 

7 . The relative seniority of officers appointed under rule 
of Ra 82 - 8 - 0 ( Rs . 20 - 10 - 0 in the case of candidatas belong - 9 ( i) will ordinurily be determined by their order cf merit 
ing to the Scheduled Castes ) but who is not admitted to 

in the competitive examination . The Government of 
the examination by the Commission . 

India , however , roserve the right of fixing boniocity at 
their discretion in individual cages . They algo 
the right of assigning to officers appointed under ruios o 

( ü ), (iii) and (iv ) positions in the seniority list at their 
APPENDIX V 

discretion . 


8 . The following are the rates of pay admissible to 
Particular : regarding the Signal Engineering Depart 

Stute officers appointed in India 
mont of the Superior Revenue Establishment of State 

to tho Signal Engineering 

Department of the Superior Revenue Establishment of 
Railways, 

State Railwayo : 
( The arrangements and salaries hereinafter doscribed alle 
subject to revision according to the requirements of the Junior Scale : Rs. 850880 980 ..- 880 - 30 - 590 
Service .) 

E . B . - 30 - 770 - 40 – 850 . 
1 . Candidates selected under rulo 3 (i) will be appointod Senior Scale : - Rs, 600 ( 1st to oth year) 10 - - 1 , 600 
as probationers for a period of two years . 

1, 000 _ - 1,050 – 1 ,050 _ - 1, 100 - 1, 100 _ 1, 150 . 
" They may however, be required to undergo one vear s Junior Administrative Grade : - Rs. 1,300_ 60 — 1,600 
further training abroad either during the 5th year of 

NOIE — Probutionnry officers will start on the minimum of the 
service or as soon after as possible . 

Jun101 scale and will count their service for increments from the 
On appointment, they shall enter into in agreement (lato of joining . 
which shall provide that, during their probationary period , 

9 . The increments will be given for approved service 
their services will be liable to termination at three months 

only , and in accoidance with the rules of the Department. 
notice on either side . 

At the conclusion of the probationary period referred to 10 . Promotions to the administrative grades are 
above , officers who are favourably reported upon , will be dependent on the occurrence of vacancies in the sanctioned 
appointed as officors on probation for three years , at the establishment and are made wholly , by selection ; meri 
end of which period they will he required to undergo al final soniority is ( ousicored to confer no claim for promotion . 


bationary period referred be dependent on thand are made wholming or promo 
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No , E48RR6 . - - The following rules for recruitment to representation on the various communities in provinces 
the Electrical Engineering Department of the Superior of India , 
Rovenuo Establishment of State Railways , ure published 

I (1)" A candiduto who is in porwavent or temporary 
tor general information : 

Government service shall apply to the Commission for 
RIILES 

Jumllbnion to this examinution througł the Houd ot hin 
РАҢт 1 

Department , who shall forward bis application to the 
Method of Recruitment 

Comingsion unless he refuses his consent to the applica 
1 . These Rules unuy bo callod the Electrical Engincering 
Yepartment of the Superior leverine Establishnient of 

( 11 ) A candidatc who is not in Government service uhall 
Stato Railwuys Ilucruitment Kules . 

subunit his aplication direct to the Secretary , Federal 
2 . For the purposes of these rules , 

l ublic Service Commission , 
(a ) " Goverinnent means the ( tovernment of India ; 
(b ) " The Commission " means the federal lublic Ser 

( ) No candidate mai muke inore than one application 
- vice Commission ; 

in respect of any one occasion on which an examnination 
(0 ) " High Commissioner means the ligh Commis 

is held 
sioner for India in London , 

10 A candidutu mont be either 
(d ) " The Service means the Electrical Engineering 

(a ) u nutionul of the Indian Dominion by birth on by 
Department of the Superior Revenue Establishment of domicile , or 
State Railways ; 
(e ) " Direct Appontinent" ineans appuntmcut oiber 

(b ) k rule or a citizen of an Indian State which halu 
wise than on the result of a competitive exumnation or 

Accoded to the Dominion of India , or 
by promotion or transfer from another Service . 

(c ) A person of Inlian descent, or a ruler or citizen 
(1 ) " Scheduled Castos ineuns nu of the castes nen - of an Judun Start whucli ling not acccded to the Dominion 
tioned in the Government of hudia (Scheduled Casten ) of India , uma alizon of the Pakistani Dominion or of any 
Or " . 1986 , 

other teritory adjacent to India , whose favouri 
The Service sball he recruited by the following declaration of eligibility has been issued by the Goverii 
methods - 

ment of the Dominion of India . 
(i) By competitive examination held in Indin in accord) NOT. , — A vendidato who was donjoiled in Pakistan aretus but who 
ance with lart Il of theso Rules. 

hos migratod or muy migrate from such read before the 30th 
(ii ) By promotion of specially qualified officers of the 

Septeniber 1948 with the intention of permanently battling down in 

India will be treated 49 & person donioilod in India and no doolare 
Lower Gazctted Service and subordinates of the Electrical 

tion of eligibility for appointmont to the Service undor the Indian 
Engineering Department 

Dominion in lepout of such a person will be necessary . 
( ii) By occasioun ) armission of other qualifieit persons 

11 . A candidato must buvo attained the age of 21 and 
appointed by the Government on the recommrodutions of must not have attained the age of 25 on the date pres 
the Commission 

cribHd for this purpose in the notice issued by the Com 
4 Subject to the provisions of Rule 3 , Goverimont, shull inssion under rule 6 . A candidate bolonginz to a 
determine the nethod on methods to be employell for thic Schoduled Caste must have attained the age of 21 and 
purpose of filling uny particular VACANCIes , or such VICARI 0111bt not have attainod tho nge of 28 on the prescribed 
vies jas may require to be fillecl during any particular date . Candidates already in Ruilway Service , wlio are 
period , and the number of candidates to be trusted to : Over the age of 25 and undor the age of 30 in the case 
each method , 

ost : Saloduled Canter Culidate ubo is under the age 
5 . Appointments to the Service which is made other of 33 ), on the date prescribext for this purpose in the 
wise than by promuotion will be governer hv the principles Notice issued by tho Commission under rule 6 , may , 
laid down in tho Government of India , Ministri of power por , bo udmitted to the examination it they hold a 
Home Affairs , Rosolution No 18 / 10 /47-Ests ( R ), clated substantively pernaajient appointment and are recommend . 
the 21st August 1947 (regarding coronunnl representation ad hy their Department or Office 
in the Central Services and the supplementury 

12 . A candidate muz4t satisfy the Commission that his 
instructious imbued in connection therawith ) 

chiructer is such as to mako him suitablo for appointment 
PART II 

to the Service / Dopartiment . 
Recruitment hy Competitive Eramination 

13 A mundidate must have 
6 . A competitive examination for admission for the Ser . (i ) pussed sections A and B of the Associate Member 
vice shall be held in India int 4uch timni nu places it wlup jxomination of the Institution of Engineers ( India ) 
Government may prescribe hy notice ishient throu , or liaye any other cducational qualifications recognised by 
the Commission . Tvery such rotico will , when possible , that inst tution as exempting from passing these sections , 
Ni nce the numlor of vacancies to be filled on the re - uide Appendix J . or 
4011 vf the oxamination , 

( 11 ) obtainel an engineering degree of onc of the univer 
7 . If tho examination held under this part of these 

sities mentioned in Appendix II under the conditions 
Rules is a combined examination for the purpose of mak 

prescribed in that appendix ; or 
ing appointments to more than one Service or Depart 
ment, the following provisions gliel] apply. 

( 111 ) passed the Associateship Examination of the City 
(i) Any persun may apply to be admitted , as a candidate 

und (fulde Institute (Imperial College of Scionce and 
for appointment in all or any of thesc Serv reg or Depart 

Technology , South Konsington ) in Civil Engineering ; or 
ments for which he is eligible If he wishes to compete iv ) 2184007 the Associate Examination from the Bengal 
for appointment in niore (12 ont Seiliin 01 Dipartiment Enemenring ( ollrge in Mechanical Engineering ; or 
he shall state on his npplication form which Services or (v ) Dove obtained the 13 Sc . degree in Engineering of 
Departments he wishes to compete for and the order of je Aligarh Muslim tiniversity ; or 
preference between them , and in such case only one appli . 

(vi) obtained the All India Diploma in Electr col 
ention form will be necessary and one navment of the fees 

Engineering of the Delhi Polytechnic 
referred to in rule 1A ( and Appendix IV ) will be sufficient 

(ii) Crovernment shall assion succesful candidates to provided that in exceptional cases the Commission may 
each Service or Department on a considerntion of all cir live the recommendation of the Central Government or A 
cumstances including ans personal preference expressed Provincial Government trent as a qualified candidate . 9 
hy the candidate . 

* The submission of applications ho persona in Government gorvlor 
8 . The Marinum nunhar of candidates to he admittant 14 further govornal hy the Governmont Servant’ & Application for 
to any rxamination may in the diarretion of Government 

fronttal Rorvices ) 
Posta 

Ruilen (published with the Government of 
he limited to such number not being less than 200 , 115 *** (Railway Srouteng ) 

Tomn Department 
Government mov decide Tf a limit ia imnosed and the India 

Demartinart Railway Board , Notitination 

RAT 
number of candidatos rinnerts that lin it , then Commission 

30th Deonmher 1949 
whall selent from the applicanita tinse ileri gh , ) liendimit 

NO TURT , ML* nd the mind Tante 

22n1 Januar 

Amend - d 

Torri AL 
ten to the examination , and in doing an ehall have regatit 

from time to time , and the corresponding rules marlo hy Provincial 
to the suitability of the applicants and to the Adequate Governmentu. 


Vo . 


3 / Cat . 
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candidate who, though he has not all or any of the qualili 

APPENDIX I 
cations prescribed in this rule , has passed examinations List of Examinations recognised by the Institution of 
conducted by other institutions of # standard wbich , in th ? Engineers (India ) ad exempting from Sections " A " and 
opinion of the Commission , justifies Djin admissiou to the " B " of the Associate Membership Eruminatione vide 
examination , 

Rule 13 (1)]. 
14 . No candidate shall be admitted to the examination Institutiva of Civil Soctions A and B of the Adduciatu Mem ! 

Inginvery , London , borship Examination . 
unlegs he holds a certificate of admission from the Com 

Institution of Mechan - Sections A and B of the Associate Morot 
miglion . 

ical Enginevra , London , borship Examination , 
The decision of the Commission as to the eligibility or Institution of Electri. The Associate Monborghip Examination . 
Otherwise of a candidate for admission to the examination cal Enginoers, London , 

Oxford . . . B . A . With Honoura in Enginvering Soionce 
shall be final. 

Final Lionours School. 
15 . No l ecommendations except those invited in the 

Canbridge 

. B . A . (Honours ) Mochanical Scienoo Tripon , 
form of application shall be taken into consideracion . Any St. Andrews 

. B . Sc. in Engineoring . 
Glasgow . 

. B . Sc . in Engineoring . 
attempt on the part of a candidate to obtain support for 

Erlinburgh . 

, B . Sc . in Engineering . 
his candidature by other means may disqualify him for Dublin 

. B . A . I . (Ordinary, or with honours iu En 
admission , 

yineering ). 

Megell University B . Sc. in " Civi}” or “ Mochanical" or 
16 . Candidates must pay such examination fees as Gov . 

(Montreal) 

" Eloctrical" or " Metallurgical or 
ernment may prescribe (sec Appendix IV ) . No claim for 

" Mining Engineering . (Honours or 
a refund of any of these fccs will ordinarily be entertained , 

Ordinary Degroo ). 

Durham . . . B . So . in " Civil" or " Mechanical" or 
nor can they be holil in reserve for any other eximination 

" Electrical Engineering , or in Naval 
or selection , 

Architectura " (Honours or Ordinary 
17 . Examinations under these Rules shall be conducted 

Degree ) . 
by the Commission in the manner proscribed in the regull- London - . . B . So . in (External and Internal Degrea ) 

Gngineering ( not including the B .Sc. in 
tions which form Appendix ITI to these Rules . 

Engineering (Metallurgy ) ) . (Hon o r 
18 . (i) After every examination the Commission shall 

Ordinary Dogter ) 
inale a list of the candidates in order of their merit is 

B . So . ( Intorn ) in Engineering (Mming ) 

[obinined iu ir prar 1920 ). B . SO. (Exter 
disclosed by the aggregate marks finally Awarded to eachi 

nal) in Engijesing Miring ). 
candidate, and in that order so many candidates up to 

[Honours Degrej oviained in or after 1936 ]. 
the number of unreserved vacancies amounced under rule Victoria University B .Sc , Tech , Ordinary Cou re Division I ) 

(Manchester) . 

in Eleutrical Engineering. 
6 above , as are found by the Commission to be qualified 

B .So . Teoh . (Ordinary Course Division 11 ) 
by the examination and are considered by Government or 

in Electrical Enginooring . 
the appointing authority , as the case may be , to be suit 

B . o . Tech . (Higlior Cours0 Honours Divi. 
able in all other respects , shall be appointed , 

sion or Ordinary Course , Division 1 ) in 

Municipal Engineering . 
( ii ) For the purpose of rule 6 of these rule , appoint 

B . Sc . Teoh . (Ordinary Courne , Division T ) 
monta to vacancies to be filled by members of a particular 

in Mechanicul Engineering . 
community or communities shall be made by Government 

B . Sc . in Engineering (Honour Degreo 
or the appointing Authority , as the case inay hc, in the 

or ordinary logree from 1926 onwards ). 

B . Sc . Tech . in " Mechanical" or " Electri. 
order o merit of the candidates belonging to the parti 

cal Enginccring (Honours Division 
cular community or corniwiting provided they have 

ja the Final Examination ). 
qualified in the cxamination und rire in all respects suit Bunningham , . B . Sc . in " Civil " or " Mochanical" or 

" Elortrival " Enginoering. (Honours or 
able for employment in these services . 

Ordinary Degreo ). 
19 A candidate must be in good mental and bodily Liverpool . . . . Eng . in " Civil" or " Mechanical" or 
health and free from any physical defcet likely to inter 

" Marine" or " Electrioxl" Enginoorink , 

or " Naval Architecturo " . (Honours or 
fere with the discharge of his dutius 96 an officer of 1119 

Ordinary Degreo). 
Service . A candidate who (after such physical examinu . Loorly . . . B .So , in Civil " or " Mortie 201 ind or 
tiones Government or the appointing authority , as the 

" Elootrioal” Engineoring Honours or 

Ordinary Degroo ) 
C980 may be, muy prescribe ) is found not to satisfy those 

Shiollshit . . B .Eng . in " Civil " or " Meulanical " or 
requirements will not be appointed . Only candidata 

" Electrival" Tongineoritis (11onourg 
who are likely to be considered for appointment will be 

logror or Ordinary Degroo with a First 
physically examined . * 

CIELAB in tho final examination will not 

bu l equirod in the JunOy of decrees Ob 
20. (a ) Ippointments Aliu be made ou probation for 

tained in or aftur Juno 1930 ). BE (Met . ) 
period of two yeurs . 

Honn , only . 
Birstu 

B . Sc. in " Civil" or " Mechanical" or 
(b ) If, in the opinion of Government , the work or co 

" Electrical Engineering (Honours 
duct of in officer on probation in unsatisfnctory , or showy 

or Ordinary Degreo ). 
thnt he is unlikely to become efficiont, Gorornnent may Walos . . . B . Sc . in " Civil" or " Moohuniool 

" Lloctrionl" Ingineering . 
discharge him forthwith . 

National Univuinity 5 . E . 
(c ) On the conclusion of his period of probation , Govern . of Ireland 
ment inny confirin the officer in lus appo ntinent, cr , if his 

Queen s Univornity B .Sc. in Engineering . 

(Belfast ). 
work or conduct hus in the opinion of Government been Sydney 

B .E . in " Civil” or in " Mushanical" und 
unsatisfactory , ( overninent mat either discharge hini 

" Electrical Engineering , 
from the Service or may extend lus period of probation for Melbourne 

. BC. E ., B , Moch ., E . or B . E . E . 

Now Zoalund · B . E . in " Civil” op " Mechanical or 
such further period as Government m : think fit. 

" Electrical Engineoring . 
(d ) If 10 action is taken by Government under sub -ruir Adelaide . . 

, B . E . in " Civil" , " Moultonicu " or 

" Electrical Enginooring 
(b ) or ( c ) of this rule , the period after the prescrived period 

Qureneland . . . B . E . in " Orvil" or " Mochanical and 
of probation shall be treated as an engugement froin 

" Electrical Enginsorin . 
month to month , terminable oni cither side on the expi Toytorn Australia 

B . E . 
ration of ou calendar inonth s notice in writing. 

South AfriVA . B . So , in Engineering (until 1921). 

Cape Town . . . B . Sc. in Engineering . 
(c ) If the power to make appointments in the Serviet Witwatersrand , B Sc . in " Civıl" or " Mochanical" and 
is delegated by Government to any ottivcr , that officia 

" Elootrioml" Engineering.. 
may exercise iny of the powers of Government de Caloutta . . . B . E . Examination in " Civil " or " Mechanival 

or " Electrical Engineering , B . E . (Mot . ) 
this rule . 

B . (Met .) 
( f) Particulars us to pay and general conditions of 

. B . E . Examination . 
service prescribed for probationers in the Electrical Engin 

Mudras 

. BE. Examination . 

Benurun Hindu Unvor - B . Sc . Examuration in Engineering . 
neering Departmont of the Superior Revenue Establish 

sity , 

B . Sr. (Mining). 
ment of State Railways will be found in Appeudix V 

Patna 

. B . No . in Engineering . 

- Rangoon , , , B . Sc . in Engineering . 
In order to prevent disappointment candidatos aso nadvised to have Myfore , 

B . E , in “ Oivil" " Mechanical" or " Eleotrical " 
thern 4olveg examined by a Government Medical Oficor of the standing 

Engineoring . 
of a Civil Surgoon , before apnlying for admission to the nomination . Tunal 

, B , So , in Engineering . 
Particulars of the naiuro of the physical tost to which candidates Oynaniit University D , E , 
will be gubinitted before appointmont and of the standarde roquired (Lyclerudsal ). 
oan be hart from tho Commission , 

Travancore University , B . So . (Eng.) degree . 


Ror 
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East Punjab Engineering B . $ o . (Engg .), 80 long as the collego 18 Alabam . Polytechnic Institute . - Civil, oleotrioal, moona 
Collego , Roorkee 

allowed to utilizo all the equipments nicel. 
and tho laboratories of the Thornton 
Civil Engineering ( ollogo , Roorkee 

Alabama, University of. - Aeronautical, civil , oleotrioal, 
Diplomas in Engineenng 

industrial, mechanioal, mining . 
City and Guilds ( Engineering) College , Kensington , 

Alaska , University of.— Civil , mining ( including motal 

lurgical and geological options). 
University College , London . 
King s College , London , 

Arizona, University of. - Civil, cleotrioal, moohanloal, 

mining . 
City and Guilds of London Institute , Technical College , 
Finsbury - - Diploma or Higher Certificate ( three years 

Arkansas, University of Civil , electrical, mechanioal, 
course ) if taken by Matriculated Students or Students who Brooklyn , Polytechnic Institute of. - -Chemioal (day and 
have passed the Institution Studentship Examination or 8 - your evening ), civil , electrioall, mechanical . 
its recognised equivalent. 

Brown University - - Civil, oleotrioal, mechanioal. 
Royal Technical College , Glusgow -- Final Diploma 

Bucknell University . - Chemical, civil, electrical, mooba 
Examination in Mechanical or Electrical Trgincermg nical. 
provided an approved Matriculation Exomination has been 

California Institute of Technology . - Aeronautical (5 
passed before beginning the course. 

and 6 - year contr895 ), ohonioal (5 - your course ), civil, eletrical , 
Thomason Civil Engineering College , Roorkee - Diplomal mechanical. 

mechanical. 
in Civil Engineering (formerly Assistant Engineer s certi 

California , University of . - Civil , eleotrioal, mechanical 
ficate ), 
Indian Institute of Science, Bangalore - Diplom in 

metallurgical (metallurgy ), mining , potroleum , 
Electrical Technology , or in Electrical Communication 

Carnegie Institute of Technology. - - Chemioal , civil ", 
Engineering . 

electricali, s, industrial (management )?, , mechanicall, , 
Manchester - -( ertificate iu Technology , Mechanical or 

motallurgical1, 4 
trical Engineering , 

Case Institute of Technology . --Chomical, civil , electrical, 
Punjab College of Envineering and 

mechanical, metallurgioul. 

Technology (for 
merly Maclagan Engineering College ), Moghalpura - - 

Catholic University of America . -Aeronautical, architeo 
" A " Class Diploma in the first division (65 per cent. 

turul, civil, electrical, mechanical 
or more marks) and in the Honours Division ( 80 per cent . Cincinnati, University of. - Aeronauticals , chemicals 
or more marks) in (i) Mechanical Engineering, and ( ii ) civile , olectrical , mechanicals . 
Electrical Engineering from 1995 . 

Citadel , The - Civil. 
College of Engineering and Technology , Jadavpur , Clarkson College of Technology.-- Chemioal, civil, electri 
Bengal , 

cul, mechanical. 
Diploma in Mochanical Engg and Electrical Eng? 

Clemson Agricultural College. - Civil, cleotrioal, mecha 
from 1941 onwards provided the candidates have passed 

nioal, 
Inter Examination in Science of a recognised University 
with Physics , Chemistry and Mathematics . 

Colorado School of Minog. --Geological, matallurgical, 
College of Engineering and Technology , 

mining , petroleum . 

Jadavpur, 
Bengal 

Colorado State College. - -Civil, clootrioal, moobanical. 
Diploma in Chemical Engg. from 1941 onwards, pro Colorado , University of.- - Architeotural, civil, electrical, 
vided the candidates have passed the Inter Examinntion mechanical (includes aeronautical option ). 
in Science of a recognised University with Physics , Chc Columbia University . - Chemical , civil ", electrical , in 
mistry and Mathematics . 

dustrial?, moobanjoala , metallurgical", mining . 
Degree Course (without regard to whether the condi Connecticut, University of . - Civil, oleotrioal, mechanical. 
date has passed the Intermedinte Ernminntion of sot) of Cooper Union School of Engineering .-- Chemicals, civil , 
the Special Degree Examination , 

electrical , mochanicals . 
Diploma of the Faraday House , London , as obtained iny Cornell University . Chemical, civil , eleotrioal, industri 
actually passing the examination of the Faraday House . (administrative mechanical. 
College of Engineering and Technology, Ben - | - - 

Dartmouth College. - Civil . 
A pass in Degree Course (without regard to whother the 
candidate has passed the Intermediate Examination 

Delaware , University of. Chomioul, civil, eleotrioal, 

or 
not) . 

mechanical 

mechanical 
À pass in the Special Degree Examination . 

Denver, University of Electrical. 
10 Engineer Officers Supplementary 

Detroit, University of. - - Aeronautical , architeotura14 

Engincering 
Course , 

chemical", civil , electrioal", mechanical 
The Delhi Polytechnic and the All India Niploma in 

Drexel Inglitute of Technology. - Chemicals, civil , electri 
Engineering when passed after completing the course of 

cal , mechanical . 
study . 

Duke University . - Civil, oleotrical, mechanioal. 
Heriot -Watt College , Edinburgh - Assoginteship in 

Florida , University of Chomioal, civil , electrical, indus . 
Electrical Engineering . 

trial, mocbanioal. 
Naval Officers : 

George Washington University .-- Civil, elootrical, mecha 
Examination which qualifies as Lieutenant ( L ) 

nical. 
Royal Naval Collego , Greonwich : 

Georgea School of Technology . - -Aeronautical, ceramic 
Professional Certificate for Constructors 

chemical ( including co -operativo curriculum )* , civil", eleo . 

trical", mochanical 
APPENDIX I (b ) 

Harvard University - Civil , communication , oleotrical, 
List of Diplomas or Degrees of American Engineering industrial ( engineering and busines 
Institution , the Curricula of which have been accredited bonical, metallurgical (physical metallurgy ), sonary . 
the E . C . P . D . and holders of which have taken a full for weary toho University of. -- Civil, eloctrical, moohanida 
course of studies in such institution and have had, at least tollurgical (metallurgy ), noining (inoludes 
four years experience in practical Engineering and which 

geograpada 
have been exempted from Sections A i B of the 

option ). 

1990ciate 
Membership examination of the Institution of Engineers 

Illinois Institute of Technology ( Armour College of Engineer 
( Indir ) * . 

ing ) - Chemical, civil, electrical, mechanical. 
(SUBJECT TO PERIODIO REVISION ) 

Illinois, University of. – Architectural, ceramio (technical 

option ) chemical, civil , railway civil , electrical, railway 
Akron , University of.- - Electrical , mechanimal (industan 

electrical, general?, mechanical, railway mechanical, metallur . 
trial and aeronautical options) 

gioal, mining. 
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mining. 


tute of Techncivil lingudindustrial 


Iount State College . -- Agrioultural, architeotural, ceramic , North Dakota , University of Civil, electrical, mechanical , 
chemical, civil, electrical, general?, mechanical. 

Iowa, State University of. - Chemical, civil, electrical, Northeastern University .- Chomical 3, civil 3, oleotricula, 
moohanjoal. 

industrial , moohanicals , 
Johns Hopkins University. Chemioal, civil, electrical, Northwestern University .-- Chemical, civil, electrical, 
mechanical 

mechanical 
Kangas Stra ? : College -- Agrioultural, architectural, civil, Norwich University . - Civil , electrical. 
electrical, mechanioal, 

Notre Dame, University of. -- Acronautical, civil, eloctri 
Kansas, University of.-- Architectural, civil, electrical, cal, mechanical, metallurgical (metallurgy ). 
mechanical, mining. 

Ohio Strute University . . Ceramic , chemionl, civil, electri. 
Kentucky, University of Civil, elootrioal, mechanical, cal, industrial, mechanical, metallurgical, mining (miue ). 
metallurgioal, mining . . 

Oklahoma Agricultural and Mechanical College. — Civil, 
Lafaytte College. - Civil, electrioal, industrial (adminig - electrical, industrial, mochanical. 
trative) mechanical, metallurgical, mining . 

Oklahoma, University of Architootural, chemical, civil , 
Lehigh University - Chemical, civil , eleotrioal, indus * electrical, mechanioal, potroleum , 
trial, mochinioal, metallurgical, mining . 

Oregon State College , Chemical, civil, cloctrical, mecha 
Louisiana State University. - Chemical, civil , electrical, rical. 
mochanical, potroleum . 

Pennsylvania State College. -- Architectural, ceramic 
Louisville , University of Chemical4 , civil , electrical" , ( ceramics ), ohemioul, civil, electrioal, fuol technology, in 
mechanical4 

dustrial, mechanioal, metullurgical (metallurgy ), mining , 

petroleum and natural gas, sanitary . 
Maine, University of. — Civil, electrical, general?, mecha 

Pennsylvania , University of. — Chemical, civil , clectricul. 
nical 

mechanical 
Manhattan College.- -Civil , oleotrical. 

Pittsburgh , University of . — Chemicals, civil4, elocurial", 
Marquette University . — Civil , eloctrical" , mechanical industrial", meobanicol, mete llurgical , mining ",petroleum . 

Maryland , University of.- -Chemical, civil , eloctrical, Pratt Institute, - - Electrical, mechanical. 
mechanical 

Princeton University . - Chomical, civil, electrical, mecha 
Massachusetts Institute of Technolngy .- Aeronautical, nical . 
building and construotion , chemical, civil (includes option 

Purdue University . - Aeronautical, chemical, civil, olec 
in sanitary engineering ), electrical , general?, industrial 
(business and engineering administration ), mechanical , 

trical, mechanical, metallurgicel. 
metalurigel (metallurgy), Taval arohiteoture and marine 

Rensselaer Polytechnic Institute. - Aeronautical, chomival, 
enginooring (including marine transportation ). 

civil , electrioal, industrial, mochanical, metallurgical. 
Michigan College of Mining and Technology - Chemical, 

Rhode Island State College . — Civil , electrical, mechanical 
civil, eleotrioul, mechanical, metallurgical, mining. 

Rice Institute. Chemical, civil , electrical, mechanical, 
Michigan State College. - - Civil, electrical, mechanjoal. 

Rochester , University of Chemical, mechanical, 
Michigan , University of Aeronautioal, chomioal, civil Rose Polytechnic Institute . — Civil, clectrical, mechanical. 
electrical engineering mechanics, mechanical, metallurgioal, Rutgers University . — Civil, electrical, mechanical, sanitary . 
naval architeoturo and marino engineering, transportation . 

Santa Clara , University of - - Civil, electrical, mechanical. 
Minnesota , University of.-- Aeronautioal, chemical, civil, 

South Carolina , University of. — Civil, electrical. 
electrioal, mechanical, metallurgioal, mining, petroloum . 

South Dakota State College. - Civil, eleotrioal, mechanical. 
Mississippi State College.---Civil , electrical, mechanical. 

South Dakota State School of Mines.--- Civil , cleotricul, 
Missouri School of Mines and Metallurgy . Ceramio ?, 
civil, electrical, metallurgical, mining (mine) (including 

general , metallurgical, mining . 
petroleum option ). 

Southern California , University of. — Civil, electrical, 

mechanioal, petroleum . 
Missouri, University of. - Chemioal, civil, electrioal,mecha 

Southern Methodist University. — Civil", electrical , mo 
nioal. 

chanical 
Montan ı School of Mines.- - Geological, metallurgical, 

Stanford University - - Civil, eleotrical, mechanical, met 
mining . 

allurgical, mining, petroleum , 
Montana State College. --- Civil , electrical, mechanical. 

Stevens Institute of Technology .- General?. 
Nebraska , University of - --Agricultural, Architectural, 

Swarthmore College. Civil, eloctrioal, mechanioul. 
civil , electrical, mechanical. 

Suracuse University . Chemical, civil , electrioul, indus 
Nevada , University of.- - Electrical, mechanionl," mining 

trial (administrative ), mechanical. 
New Hampshire, University of.-- Civil , electrical, mecha 

Tennessee , University of.— Chemical, civil , electrical, 
nical. 

mechanioal, 
New Mexico College of Agricultural and Mechanic Arts. 

Texas , Agricultural and Mechanical College of-- - Aoronau 
Civil , electrioal, mechanical 

tical, chemical, olvil , eloctrical, mechanical, petroleum (4 
New Mexico School of Mines. - Geological, mining , and 6 -year courses ). 
petroleum . 

Texas College of Mines and Metallurgy . - Mining 
New Mexico, University of.— Civil, electrical, mocha nical. (mining option , mining goology , metallurgy option ). 

New York , College of the City of.- - Civil , electricall, Texas Technological College. - -Civil, olectrioal, mechanioal 
mechanical ? 

Texas, University of Architectural, chemical, civil , 
Nero York State College of Ceramica ( at Alfred University ). Jectrioal, mochanical, petroleum (petroleuni production ). 
- Coramio . 

Toledo, University of: — General97. 
New York University - Aeronautica ), chemioal (day and 
7 -year evening ), civil 1, electrical , industriali (administra 

Tufts College. Civil, electrical, mechanical. 
tive), mechanioal? 

Tulane University of Louisiana . — Civil, electrical, mccha 
Newark College of Engineering. Civil , electrical4 

njoal. 
mechanical 

Tulsa , University of. - Petroleum ( including options in 
North Carolina State College. Coramio, civil , electrical, 

refining and produotion ) 
moohanical 

Union College. - - Civil, electrical ?. 
North Dakota Agricultural College.- - Architectural, mecha 

United States Coast Guard Academy. General?. 
njual. 

Utah State Agrioultural College. Civil. 
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Utah , University of. — Civil , electrical, mechanical, Capitol Radio Engineering Instituto (Washington , 
metallurgical, mining . 

D . C .).-- - Rosidence course in practical radio engineering, 
Vanderbilt University . — Civil , electrical, mechanical. 

corren poudence course in practical l aulio engineering . 
Vermont, University of Civil, electrical, mechanioul. 

Franklin Technical Institute (Boston , Mass). — - {ndus 

trial cleotricity . 
Villanova College. — Civil , electrical, mechanical. 

Wentworth Institute (Boston , Mass .).- - Machine cong 
Virginia Military Institute . - Civil, electrical. 

truction and tool dosigu , stonin and Diesel engincering , 
Virginia Polytechnic Institute . - Ceramic , chemical, civil, architectural construction , oleotrical construction . 
electrical, industrial, mechanical. 
Virginia , University of Chemical, civil, electrical, 

APPENDIX II 
mechanical. 

List of University degrees whion will be recognised for 
Washington , State College of. - Architectural, civil , eleo . admission to the examination (vido Rulo 13 ( ü ) ] 
trical, mechanical (basic option ), metallurgical, mining . Cambridge . — Ordinary degree B . A . in Engineering , 

Washington University Architectural, civil , electrical, provided the graduate has passed in the principal subjects , 
industrial (administrative), mechanical. 

Engineering I , Engineering II and Engineering III . 
Washington , University of.-- Aeronautical, ceramic , Glasgow . — B . Sc . in Naval Architecture (Honours or 
chemicul, civil, cloctrical, mechanical, metallurgical, mining . Ordinary degree). 
Wayne University - - Civil, electrical, mechanical. 

Durham . - B . Sc . in Marine Engineering . 
Webb Institute of Naval Architecture.-- Naval architecture 

Aberdeen . - B . Sc . in Engineering (Honours or Ordinary 
And marine engineering . 

Degree ). 
West Virginia University . — Civil, electrical, mechanical, 

NOTE .- - The above degrees will be accepted only if taken 
mining . 

aftor three years study and the passing of the regular 

examinations in the several Universities . The conditions 
Wisconsin , University of. - Chemical, civil, electrical, as to three yearg study will not , however , apply to Indians 
hanical, metallurgical, mining . 

who , having taken an Indian degrce , which exempts them 
Worcester , Polytechnic Institute , Chemical, civil , elec from part of the University course , shall have takon one 
trici , mechanical . 

of the above degrees in less than three years in accord 

ance with the regulutions of the University concerned . 
Wyoming , University of.- Civil , eleotrical, mechanioal 
Yale University . — Chemical, civil , electrical, mechanical, 

APPENDIX III 
motallurgical (metallurgy ). 

Standard and Syllabus of the Examination (vide Rule 17 ) 

The subjects of the examination will be 
Explanatory Noten. 

1 . (a ) Compulsory 
* With tho excoption of the chomirul onginooring curricula , this list 

Marta 
is corrooted to Octobor 24 , 1947, and is subjoct to continual rovinION . 

( 1, Englisla ( including Essay and Precis Writing) . 
It applies only to ourfioula which have been inspeoted by the committeo 

( 2 ) Goneral knowledge . . 
on engineering schools , whether conducted on the usual plan of opera 

( 3 ) Mechanical Enginoering . 

200 
tion or on the accelerated plan . At tho request of the council of the 

(4 ) Appliod Muchanics ( including Strength of Muterials and 
American Institute of Chemical Iinginoers due to the offects of tho 

Theory of Structuren ) 

200 
war upon education in oheinioal engineering all accrediting of ohemi. 

(5 ) Electrical Engineering . 

200 
cal engineering oulricula ched with the 1943 let . Until such time ( 6 ) Viva voce . . . 

300 
AB Tensonably normal educational activitios in the chemion engineering 
fields havo beon resumed and re - examinations made , no current list (b ) Optional 
for this division of enginoering will be published . 

Any two of the following subjects : 
(1 ) Aoorediting applies to the day and evening curricula . 

(1) Physios ( including Electrioty und Megnotium ) 

100 
(1 ) Aorroditing upplies to the 4 -year and 6 - year curricula londing ( 2 ) Applied Mathematics . . . . 

100 
to tho bachelor of science degroo . 

( 3 ) Surveying . . 

100 
(* ) Accrediting applies to the co -operative curriculum only . 

( 4 ) Elvotrioal Communication Engineering . 

100 
( 4) Acoroditing applies to both the co -operative and regular cur. 
ridula . 

2 . A candidate who takes Surveying as an optional sub 
(5 ) Accroditing applies to day and to 6 - year evening curricula in Ject must produce a certificate that he has undergone 
the Cooper Union Sohool of Engineering as submitted to ECPD . sutisiactory training in Surveying including practical Sur 

(* ) Accroditing applios only to curriculum yg submitted to ECPD veying in & collego or institution recognised l. y the Com 
and upon completion of which a certificate is issued by Burvuld mission for the purposh of admission to the competitive 
University Certifying that the student hues pursued such a curriculum , examination isr the Service. The training must be equiva 

The worediting of a curriculum in general engineering implie lent to that given in the full course forA noree or diploma 
satisfactory training in engineering science and in the basic subjects 
partuining to Hoveral folds of engineering ; it does not imply the 

e in Civil Engineering. The certificate must be signed by 
aoprediting, as Boparate curricula , of those component portions of the tho Principal of , or the head of the department of Sur 
ourrivuluin suuh a civil, mechanical, or electrical engineering that veying in the college or institution 
uaually we offered on oomplete professional Ourricula leading to 
degreer in these partioular fields . 

For this purpose the Commission will ordinarily accept 
“ ) On July 24 , 1940 , Illinola Institute of Technology was formed a certificate from any college or institution inentioned in 
by the cowolidation of Armour Institute of Technology and Lawie uie la of the foregoing Rules or in Appendices I and II. 
Institute . Curricula now listed under Illinois Inatitute of Technology 

or from any college which is affiliated to any University 
wero listed under Armour Institute of Technology before October 24 , 
1940. 

mentioned in the same Rule and Appendices . The ( om 

mission , however , reserve to themselves , the power not to 
LISTOF ACCREDITED CURRICULA OF TECHNICAL accept any certificate if they are satisfied that the pructi 
INSTITUTE TYPE 

cal training referred to therein falls short of the require 

ments of the Service and their decision in the matter will 
Academy of Aeronautics. (LaGuardia Field , N . Y .). be final. 
Airoraft design und construotion (resident full- time programs 

8 . The standard and eyllabus of the examination will be 
and resident part -time evening programs), aircraft mechanics 

such 28 the Conmission shall prescribe wnd the 
and maintonanoe (resident full -timo programs and resident 

Commission shall , if they think it desirable , determine 
part-time evening programs). 

what shall be the qualifying mark in all or any of the 
Aeronautical Institute (Hawthorne , Calif .).- Eleotrical subjects of the examination . 
engineering . 

If owing to the large number of candidates appearing, 
Aeronautical Univeryity , The (Chicago , III.). Aero 

the Commiesion consider it impracticable to examine w ! 

candidates in viva voce, the Commission may , in their 
nautical engineering drafting . 

discretion , after the written marks have been compiled , 
Blies Electrical School (Washington , D . C .). Funda summon for examination in viva voce only thosa candidatek 
mentals of industrial eleotrical engineering . 

who have obtainel in the written tost tho qualifying mark 
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which may be prescriber by the Commission . No candı- 
date will be considered to have qualified at the examination 
unless he obtains at least : 

( 1 ) 40 per cent . of the total marks for the com 
pulsory subjects, excluding viva voce ; and 

(2 ) 85 per cent. of the total marks for the vivc voce 
test. 

4 . From the inarks assigned to candidates in Anch sub 
jeot such deduction will be made at the Commission may 
consider necessary in order to secure that no credit 18 
allowed for merely superficial knowledge . 

5 . If a cundidate s handwriting is not ousily legible, & 
deduction will be made on this account from the totul 
narks otherwise accruing to him . 

6 . Credit will be given for good Eriglish including 
orderly , effective and oxact expression coinbined with duo 
economy of words in all subjects of the examination and 
rot only in subjects which are specially devoted to 
English . 

7 . Special attention will be paid in the viva voce tust to 
assessing the candidate s capacity for leaderuhip , initia 
tive and intellectual curiosity , tact and other social quali 
ties , mental and physical energy , powers of practicu appli 
cation and integrity of character , 


APPENDIX IV 

FEBA 

[ Vide Rule 167 
Candidates must pay the following fees — 
A . To the Federal Public Service Commission 

A consolidated Application and examination fee of 
Rs. 82 - 8 - 0 (Rs. 20 - 10 -0 in the case of candidates belong. 
ing to the Scheduled Cystes ) with the application . 

( A Treasury Receipt or a crossed Indian Postal Order 
only for this amount will be nocopted by the Commis 
sion . The Commission cannot accept the fee in cash ( T 
cheques .) 

NOTE .- The Commission may , at their discretion remit 
the prescribed fee where they are satisfient that the appli - 
cart is a bona fide refugee und is not in a position to pay 
tha prescribed fee . 

B .- To the General Manager of the Railway Colle 
cerned 

Rø , 18 before examination by n Medical Board (only 
for candidates being considered for appointment) 

No claim for a refund of these fees will ordinarily he 
Ontertained nor can thry be held in reserve for any other 
examination or selection . 

A refund of Rs. 75 (Rs. 18 - 12 -0 in the case of cun 
didates belonging to the Scheduled Castes) will , however , 
be allowed to a candidate who has paid the consolidated 
fee of Rs. 82 - 8 -0 (Rs. 20 - 10 -0 in the case of candidates 
belonging to the Scheduled Castes ) but who is not urimit 
ted to the examination by the Commission , 


the end of which period they will be required to undergo a 
final pructical departmental examination which will in 
clude accounting, estimating , general and subsidiary 
ruies . Factories Act, Workmen s Compongation Act, 
Electricity Act and Electricity Rules , ability to handle 
labour and general appication to work cr vorks on which 
they are engaged while on probation , und will, if success 
ful, be confirmed in the Electrical Engineering Depart 
ment of the Superior Lievenue Eştablishment of State 
Railways . On confirmation their agreement will be con 
tinued , subject to their gorvice being terminable on six 
months notice on either side. 

Both the probationary period and the period on proba 
tion inay be modified by Government in the case of those 
already iu Government or Railway service . 

2 . Oficers will be required to pass a language examina 
tion in Urdu or Hindi by the Lower Standard modified to 
suit the requiruments of the Railways , before they can 
be confirmed or granted any increment, beyond the first. 
during the period of probation . Officers who can road , 
write and speak in Urdu Or Hjadi may be exeinpted by 
the General Manager , from passing the language exami 
nation . Failure to pass tho examination within the pro 
butionary period involves liability to reinoval froun service . 

3 . Officers of the Electrical Engineering Departmen 
the Superior Revenue Establishment of Stato Railways 
recruited under these regulations will not be entitled to 
pension on quitting the service , but will be eligible 
throughout their service for the benefits of the State Rail 
WAY Provident Fund , to which they wil be required to 
Subscribe , and by the rules of which Fund they will be 
required to abide . 

4 . Puy will cominence from the date of joining service . 
Service for increments will also count from the same 
dute . Particulars as to pay are contained in this Appendix . 

5 . Officers recruited under these regulations shall be 
aligible for leave in aroordance with tho rules for the time 
heing in force applicable to officers of State Railways . 

R . Officers will ordinurily be employed throughout their 
servico on the Railway to which they may be posted on 
first appointment and will have no claim , as a matter of 
right, to transfer to some other Railway . But the Gov 
ernment of India reserve the right to transfer such officers 
in the exigencies of service , to any other Railway or pro 
ject in or out of India Officers will be liablo to serve in 
the Stores Department of the State Railways if and when 
called upon to do so . 

7 . The relative seniority of officers appointed under rule 
s (i) will ordinarily be determined by their order of merit 
in the compotitive examination . The Government of 
India , however, roserve the right of fixing seniority at 
their discretion in individual cases . They also reserve the 
right of assigning to officers appointed under rules 8 ( D ). 
(111) And (iv ) positions in the seniority list at their di 
tion , 

8 . The following are the rates of pay admissible to 
officers uppointed in India to the Electrical Engineering 
Department of the Superior Revenue Establishment of 
State Railways 

Junior Scale : -- Rs. 880 _ 350 _ 880 _ 980 _ 30 - - 590 — 
E . B . - 30 _ - 770 _ 40 _ - 850 . 

Senior Scule : - Rs 600 ( 180 to 6th year ) 40 - 1 , 900 — 
1 , 000 1 ,050 _ - 1, 050 _ 1, 100 . 1 , 100 1 , 150 . 

Junior Administrative Grade : -- -Rs. 1, 800 _ _ 00 — 1,600 . 

NOTE . — Probationary officers will start on the minimum 
of the Junior scale and will count their service for incre 
ments from the date nf joining . 

9 . The incremeuts will be given for approvod service 
only , and in accordance with the rules of the Depart 
ment. 

10 . Promotions to the administrative grades are de 
pendent on the occurrence of vacancies in the sanctioned 
establishment and are made wholly by selection ; mere 
seniority is considerea to confer no claim for promotion , 

8 . 8. RAMASUBBAN , Seoy. 


APPENDIX V 
Particulary regarding the Electrical Engineering De 
partment of the Superior Rovenue Establishment of 
State Railways 

( The arrangements and salaries hereinafter described 
are subject to revision according to the requirements of 
the Service.) 

1 . Candidates selected under rule 9 (i) will be appointed 
As probationers for a period of 2 years. Thoy may , how 
ever, be required to undergo one year s further training 
abroad either during the 5th year of service or is soon 
after as possible. 

On appointment, they shall enter into an agreement 
which shall provide that , during their probationary period : 
their services will be liable to terminatioa at three months 
notice on either side. 

At the conclusion of the probationary poriod referred to 
above officers who are favourably reported upon , will 
be appointed as officers on probation for three years ut 


the administraciea 
in the tion ; mere 
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Dominion or of any other territory adjacent to 
New Delhi, the August 1940 

India , in whose favour a declaration of eligibility 

bus been issued by the Government of the 
No. E . 3 (97 ). — The Cenirnl Engineering Service, Class I, 

Dominion of India , 
Recruitment Rules are published below for general 

NOTE . - A candidate who was domiciled in Pakistan areas but 
information : 

who has migrated from such areas before the 30th September 1948 
THE CENTRAL ENGINEERING SERVICE , CLASS I , with the intention of permanently settling down in India , will be troet . 
KECRUITMENT RULES 

od 49 A person domioiled in India and no doolaration of eligibility for 

Appointment to the Service under the Indian Dominion in roepoot of 
PART I 

such a person will be neoenary . 
GENERAL 

9 . A candidate must be in good mental and bodily 
1 . These rules my be called the " Central Engineering heulth and free from any physical defect likely to inter 
Service , Class 1, Recruitment Rules ” 

fere with the efficient performance of the duties of Eu 
2 . In thege Rules , unless there is anything repugnant in member of the Service , and a candidato who is found afler 
the subject or context , - 

exymingtion by a Medical Board not to satisfy these 
- (a ) “ The Service " means the Central Engineering requirements will not be appointed . Only those candidates 
Service , Class I 

wlio are likely to be considered for appointinent will be 
(b ) " Scheduled Castos " means any of the castes men physically examined. * 
tioned in the Government of India (Scheduled Castes ) 

10 . A candidute must furnish to the Commission suob 

10 
Order , 1996 . 

evidence as may be required to show that he is of good 
(0 ) " Government" inens the Governinent of India . 

character and prima facie suitable for admission to the 
( d ) Thc “ Commission means the Federal Public 

examinution . Success in the examination confers no 
Service Commission . 

right to an appointinuut unless Government are butisfied , 
PART II 

aftor surl enquiry as may be considered necessary , that 

the candidate is suitable in all respects for uppointment 
RECRUITMENT 

to the Service . 
8 . Pecruitment to the Service , shall be made by any 
of following methods : 

11 . A candidate must have attained the age of 20 ond 
( 1 ) By competitive examination in India in accordance not have attained the age of 25 on the dato prescribed 
with Part III of these Rules. 

for this purpose in the Notice of the examination issued 
( 2 ) By promotion in accordance with Part IV of these by the Cominission . A candidato belonging to a Scheduled 
Rules . 

Caste nuust have attained the uge of 20 and must not have 
( 8 ) By transfer in accordance with Part V of these Rules attained the age of 28 on the prescribed date . 
of an officer in the Government service in India . 

These nge-limits apply whother or not a candidate is 
4 . ( 1 ) All appointments to the Sorvice or to posts borne already in Government service . 
upon the cadre of the Servic shall be made by Govern 12 . (1) A candidate shall apply to be admitted to the 
ment . 

exaraipation before such dato, in such manner and in such 
(2 ) Subject to the provisions of rule 8 Government shall 

forn is tho Commission may prescribe : 
determine the method or methods of recruitment to be 

* * Provided that a candidate who is in tho permanent 
employod for the purpose of filling any particular vacancies 
in the Service or such vacancies therein as may be required 

or ternporary service of the Central Government or of a 
to be filled during uny particulur period and the number 

Provincial Governmont shall apply to the Commission for 
of candidates to be recruited by each method : 

admission to the examination through the head of his 
Provided that all recruitinent by competitive 

departincnt or office who shall forward his application to 
examination ( vida Pari ull of the rules ) shall be to the 

the Commission unless he refuses his consent to the 
grade of Assistant Executive Engineer , Class I only application . 

Seventy - five per cent of the vacancies in the grade of ( ii) No candidate muy make more than one upplication 
Exeoutive Engineer , ( lasy 1, shall be filled by promotion in respect of any one occasion on which an examination 
of Assistant Executivo Engineers , Class I, the rest of the is hold . 
vacancies being filled by promotion and / or by transfer in 13 . A candidate must 
accordanco with Paris IV and V of the Rules respectively . (i) bave passent sections A and B of the Associate 
5 . Appointment to the Service mado otherwise thun by 

Membership Examination of the Institution of 
promotion will be governed by the principles laid down 

Engineers ( Indiu ) or have any other educational 
in the Government of India , Ministry of Home Affairs 

qunlifications recognized by thut Institution as 
Resolution No. 10 / 10 / 47 -Hsts . ( R ), dated the 21st August 

exempting from passing these sections , vida 
1947 (regarding communal representation in the Central 

Appendix 1 ; or 
-- Services ) and the supplementary instructions issued in 

( ii) havo obtained an enginccring degree of one of the 
connmation therewith . 

Universitics mentioned in Appendix II under the 
PART UIT 

conditions prescribed in that Appendix ; or 
RECRUITMENT BY COMPETITIVE EXAMINATION IN INDIA 

(iii) have passod the Associateship Exanıination of 
8 . A competitive examination for admişsion to the 

the City und Guilds Institute ( Imperial College 
Service shall be held in India at such time and place or 

of Science and Tochnology, South Kensington ) 
places as Goverrinent may prescribe by notice issued 

in Civil Engineering ; or 
through the Commission . Every such notice will , when (iv ) have passed the Associate Examination of 
possible , announce the number of vacancies to be filled 

Bengal Engineering College in Mechanical 
on the results of the Axamination , 

Enginecring ; or 
7 . The maximum number of candidates to be adınitted 

( v ) have obtained the B . Sc. degree in Engineering 
to any examination may iu the discretion of Government 

of Aligarm Musliin University : 
be limited to such number , not being less than 200 , As 
Government may decide. If a limit is imposed and the 

Provided that in exceptional cases the Commission may 
number of candidates excceds that limit , the Commission 

treat a candidate , who has not uny of the foregoing 
shall seleot from the applicants those who shall be 

qualifications, as a qualified candidate provided that he 
admitted to the examination , and in doing so shall have 

is recommended by the Central Government or a Provincia ! 
regard to the suitability of the applicants and to the ade 

* In order to prevent disappointment candidates are advised to 
quate representation of the various communities and havo thon velves examined by & Government medical offloer of the 
provinces of India . 

standing of a Civil Surgeon before applying for admission to the exami 
8 . A candidate must be either 

nation . Particulars of the nature of the medical test to whloh oan . 
( a ) a national of the Indien Dominion by birth or by 

didates will be submitted before appointment and of the standards 

roquired oan bo bed from the Comminion . 
domicile , or 

* * The submission of application by potoon . in Govornmoat mor 
( b ) a ruler or a citizen of an Indian State which has vloo 18 further governed by the Govormonu Servant. Apploations for 
acceded to the Dominion of India , or 

Porta Central Servioes Railway Sorvloos Rules [ publebed with tho 

Govornmont of India , Homo Dopartment /Railway Department. (Rall . 
( c ) a person of Indian descent, or u ruler or a citizen 

way Board ) Notification No. 189 /48 Eetu /No. 7 . 84 - RRI, datod tho 
of an Indian State which has not acceded to the 8th Dooembor 1943 /22nd Jangary 1988 as amended trom timo to timo 
Dominion of India , or a citizen of the Pakistan and the corresponding rulou made by Provindal Governments . 


1071206 


THE GAZETTE OF INDIA , SEPTEMBER 8 , 1949 


PART 1 - 850 . 1 


- - - 


- 


Government and has passed examinations conducted by 
other institutions the standard of which in the opinion of 
the Cominiosion justifies his admission to the examination 


(c) If no action is taken by Government under sub 
rulo (b ) or (0 ) or (d ) of this rule , the period after the 
prescribed period of probation shall be treated as an 
engagement from month to month torminable on either 
side on the expiration of one calendar month s notice in 
writing . 


14 . No candidate shall be admitted to the competitive 
exarnination unless he holds a certificate of acceptance for 
admission granted by the Commission . 


The decision of the Commission as to the eligibility or 
otherwise of a candidato for admission to the competitive 
examination shall be final. 


15 . No recommendations except thoso invited in the 
form of application shall be taken into consideration . Any 
attempt on the part of a candidate to obtuin support for 
his candidature by other means may disqualify finn for 
admission , 


16 . Candidates must pay such examination fees as 
Government inay prescribe (nee Part A , Schedule 1). 

No claim for a refund of any of these fees will ordinarily 
be entertained , nor call they be held in reserve for uny 
other examination or selection . 

17 . Examinations under this Part of these Rules shall 
be conducted by the Commission in the manner prescribed 
in Part B of Schedule I . 

18 . If the examination held under this part of these 
Rules is a combined exumination for the purposes of 
making recruitments to more than one Service or Depart 
ment the following provisions shall apply : 


PART IV 

RECRUITMENT BY PROMOTION 
21 , (1 ) No Assistant Engineer , Claus II shall be pro 
moted us Assistant Executive Engineer, Class I. 

( 2) Recruitment by promotion to the Grade of Executive 
Engineer , Class I shall be inade by selection froin among 
perinanent Assistant Engineers in the Centrul Engineering 
Service , Class II , after consultation with the Commission . 
No officer shall have any claim to such promotion as of 
right , 

(3 ) No Assistant Engineer shall be eligible for promotion 
to the Service , unless her 
(a ) would , but for uge, be qualified for admission to 

the competitive examination under Part 111 of 

these Rules ; 
(b ) lan rendered at least three years service in a 

permanent or tomporary capacity as an Asgiatant 
Engineor and Subordinate under the tral 

Government ; and 
(0 ) satisfies the Commission that he is in every . 

respect suitablo for appointment to the Service . 
(4 ) It shall not be necessary to consult the Commission , 
under this rule , in the case of any person , if the Com 
mission had been consulted in connection with his 
temporary promotion to the Service . 


PART V 


RECRUITMENT AY TRANSFER OF AN OFFICER IN GOVERNMENT 

SERVICE IN INDIA 


22 . The Government may , in special cases and after 
consulting thu Commission , transfer an officer in Govern 
ment service in India to the Service : 

Provided that an officer of the Indian Service of Engi 
neers or of the Royal Engincors may bo appointed to a post 
bome upon the cadio of the Service without consultation 
with the Commission . 


(i) Any person may apply to be admitted as a 

candidate for appointment in ull or uny of these 
Services or Departments for which he is eligible , 
If he wishes to compete for uppointment in niore 
than one Service or Department he shail ftit te on 
his application form which Services or Depart 
ments be wishes to compete for and the order of 
his preference botween them and in such case 
only one upplication forin will be necessory and 
one payment of fees referred to in rule 10 ( and 

Part A of Schedule 1) will be sufficiunt . 
( ii ) Government shall assign successful candidates to 

Puch Service or Depurtinent on a consideration of 
All circumstances including any personal pre 

ference expressed by the candidate . 
19 . After every examination the Commission shall inake 
a list of the competitors in order of their merit us disclosuri 
by the aggregate marks finally awarded to each competitor, 
and in that order , so many competitors up to the puinber 
of vacancies announced under rule 0 above, as are found 
by the Commission to be qualified by the examination and 
are considered by Government to be suitable in all other 
respects shall be appointed subject to the provisions of 
Rule 5 above . 

20 . (a ) The selected candidates shull be appointed as 
Assistant Executive Engineers on probation for two years . 
Their pay shall commence from the date of appointment 
under thene Rules and their service for increments , leave 
und pension bhall count froin the same date . In the Ovent 
of inore than one candidato heing appointed , their seniority 
intor se shall be deterrnined according to their position in 
the competitive examinution . 

(h ) Ou the completion of the period of probution , the 
Assistant Executive Engineers shall , if considered fil for 
permanent appointment, be confirmed in their appoint 
menta , 

( c ) Tho Government may extend the period of two 
years specified in sub -rule (a ) above . 

(d ) If on the expiration of the period of probation 
referred to in sub -rule (a ) above or of any extension thereof 
ainder sub -rule (c ) above, as the crise inay be, the Govern 
ment are of opinion that an Assistant Executive Engineer 
18 not fit for permanent employment or if at any time 
during such period of probation or oxtension they are 
satisfied that an Assistant Executive Engineer will not be 
fit for permanent appointment on the expiration of such 
period or extension , they may discharge the Assistant 
Executive Engineer or pass such order as they think fit . 


SCHEDULE I 

PART A - FEES ( 79de Rulo 10 ) 
1. Candidates inust pay the following focg : - 
A . To the Commission 
(i) a consolidated application and examination fee of 

Rs. 82 -8 -0 (Rs. 20 - 10 - 0 in the case of car ates 
belonging to the Scheduled Custes ) with the 

application . 
(A tresury receipt or crossed Indiun postul orders only 
for this umount will be accepted by the Commission . The 
Commission cannot accept the fer in cash , or by money 
order or by cheque .) 
B . To the Medical Board 
Rs . 16 bofore examination by a Medical Bourd (only 

for candidates being considered for appointment). 
( Candidates are required to pay their inedical fee 
in cash to the Medical Board concerned at the 

time of their inedical examination ). 
No claim for a refund of those fans will ordinarily be 
entertained , nor can they be held in reserve for any other 
examination or selection . A refund of Rs. 75 ( Rs. 18 - 12 - 0 
in the ( nuse of candidates belonging to Scheduled Castea ) 
will however bo made to a candidate who has paid the 
consolidater fee of Rs. 82- 8 - 0 (Rs. 20 - 10 -0 in the case of 
candidates belonging to Scheduled Castes) but who is not 
admitted to the examination by the Commission . 

Note . — The Commision may at their discretion remit the propcribed 
fee where they are satisfied that the applicant in a bona - flede rofugee and 
fa not in a position to pay the presorilied foe . 
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PANT B - STANDARI) AND SYLLABUS (vide Rule 17 ) 

SCHLDULE II 

in BRIEF PARTICULARS REGARDING TAH CENTRAL ENGINEERING 
2 . The examination will include the following subjects 
each of which will carry the number of marks show 

SERVICE , Class 1 
against it : 

1. Persons recruited to the Service under Part III of 

the Rules bliall be on probation for a period of at least 
(a ) Compulsory 

two years and they will receive pay in the time scale of 
MANKA Rs. 850. --380 - 380880 – 90 – 500 E . B . - 30 - 770 - 40 % 

850. 
1. Enxlish ( Inoluding Edway and Procia Writing ) . 

100 

On completion of the probationury period , if they 
. 

have passed the prescribed departinental examinations and 
2. Gorloral Knowledge . . 

100 

are considerod fit for permanent appointment , they will 
3 . Applied Muchanics ( including Strongth of Moterials 

be confirmed as Assistant Executive Engineers . 
und Theory of Structures) 

200 
4 . Construction . . 

200 2 . The Service comprises a number of superior posts as 
(1) Building materials . 

follows : 
(24 ) Design of gtruoturca , 

Rm. 
(116 ) Genoral principlog governing the design of 

I. Executive Engineer - 

600 - 40 – 1, 000 — 1, 000 1 ,080 .- - 
railwuys , roads , harbours and other worka , 

1,080 — 1, 100 — 1 , 100 - 1, 180 . 
5 . Surveying . . 

100 

II. Adıninistrativo (Selec 
6 . Sanitary Engineering and Water Supply . 

100 tion ) posts 

1 , 300 - - B0 - -- 1 ,600 . 
7. Virx Voce . 

( ) 2 , 000 - - 126 — 2 , 250. 
. . . . . . 

300 
. 

Superintending Engineers 
Chief Engineer 

( ii) 1, 800 — 100 — 2,000. 
(6 ) Optional 

3 . Provident Fund . - -Oficers entering the Service , will 
Any two of the following Subjects : 

be eligible to join the General Provident Fund and will be 
1. Physios (inoluding Eluctricity and Magnetium ) . 

govorned by the Rules regulating that Fund . 
2 . Prime Mover . . . . . . . 

APPENDIX 1 
3 . Treulion and Hydraulio Muobinok . 

100 
4 . Striosl Engineering . . . . 

List of Examinations recognised by the Institution of 
6 . Architecture and Town Planuing . . . . 

Ingineers (India ), 08 exempting from sections " A " and 

" B " of the A8sociate Membership Examination . 
3 . A candidato nust produce a certificate that he has 
undergone satisfactory training in Survoying , including 

[ Vide Rule 13 (1) ] 
practical surveying , in a collego or institution recognised 

Institution of Civil En 
by the Commission for the purpose of admission to the 

Sections A and B of the Associate Men 
gineers , London . 

borxhip Examination , 
competitive examination for the Service. The training Institute of Mechanical Seotions A and B of tho Angociato Mem 
must be equivalent to that given in the full course for a Enginoors , London . bership Examination . 
degree or diploma in Civil Engineering . The certificate Institution of Eleotrical The Annocinto Membership Examination . 
must be signed by the Principal of, or the hoad of the 

Enginoors , London , 
Oxford . 

. 
. 

. 
. 

B . A . with Honours in Engineering Scienco 
department of Survoying in , the college or institution . 

Final Honours School. 

Cambridge . 
For this purpose the Commission will ordinarily recept St. Androws . 

B . A . ( Honours ) Mechanical Scioncon Tripos 
. 

B .Sc. in Enginoorins. 
a certificate froin any college or institution mentioned in Glasgow 

B . Sc . in Enginvering . 
rule 13 of the foregoing Rules or in Appendices I and II, 

Edinburgh 

B . Sc. in Enginoering . 
or from any college which is affiliated to any Univou sity 

Dublin 

B . A . I. (Ordinary , or with Honours in 

Engineering ) . 
mentioned in the samc Rulo and Appendices . The Com MoGill University . . 

B . Sc. in " Civil" or " Moohanical" or " Fler : 
mission , however , reserve to themselves the power not to 

trical " or “ Motallurgical " or " Mining 

Montreal . 
accept uny certificate if they are satisfied that the practical 

. . Enginoering (Honours or Ordinary 

Dogroe ) . 
training referred to therein falls short of the l equirements 

Durham . . 

B . Sc . in “ Civil " or " Mechanical " or 
of the Service , and their decisiou in the matter will be 

" Floctrical " Engineering , or in “ Naval 
final. 

Architecture " (Honours or Ordinary 

Degree ). 
4 . The standard and syllabus of the examination shall London . . , B .Sc. (Extornel and Internal Degree ) in 
be determined by tho Commission and the Commission 

Enginoering (not including the B . So , in 

Engineering (Metallurgy ) ] (Honour or 
shall , if they think it, desirable , determinn what shall be 

Ordinery Dogree ). 
the qualifying marks in all or any of the subjects of the 

B .Sc. ( Internal) in Enginoering (Mining ) 
examination . 

( obtainod in or after 1920 ). 

B . Sc . (External) in Engineering (Mining ) 
the 5 . If , owing to the large number of candidates appear 

( Hons. Degree obtained in Or Aftor 
ing . the Commission consider it impracticable to rainine 

1935 ) . 

Victoria University B . So . Toch . (Ordinary Courge Division I ) 
all idates in Viva Vooc , the Commission may, in their 

(Manchestor ) 

in Electrical Engineering . 
discrayon , after the written marks have been compiled , 

B .80 . Tech , (Ordinary Courne Division II ) 
summon for examination in Viva Voce ouly those candi 

in Electrical Engineering . 
T es who have obtained in the written examination tho 

B .8o. Teuh . (Higher Course Ilonours Divi . 

Aion Ordinary Courro , Division I ) in 
qualifying marks which may be prescribed by the Com 

Municipal Engineering 
mission , provided that the marks secured by the candi 

B . Sc. Tech . (Ordinary Courto Division I) 
te in the written erunination shall not be disclosed to 

in Mechanical Engineering. 

B . fo . in Enginoaring (Honours Dogree 
the members of the Bourd colivened to conduct the Vira 

Or Ordinary Degree from 1925 onwardo ) . 
Voco examination . 

B .fo. Tech . in " Mechanical " or " Elec 

trical " Engineering. (Honours Divi 
6 . No candidate will be considered to havo qualified at 

sion la the Final Examination ). 
the examination unless he obtains at least ( i) 40 per cent. Birmingham , B .So, in “ Civil or “ Mechanical " or 
of the total marks for the compulsory subjects excluding 

“ Electrical " Engineering (Honours or 

Ordinery Degree ). 
Viva Vooc and (ii) 35 per cent of the total marks for the those 

Liverpool , , , B . Eng, in " Civil " or " Mechanical " or 
Viva Voce test. 

“ Marino " or “ Electrical " Engineering 

or “ Naval Architecturo " (Honours or 
7. From the marks assigned to candidates in each 

Ordinary Degree ). 
subject such deduction will be made as the Commission Looda . . . . B. 8o. in " Civil" or " Mechanical" or " Elec 
may consider necessary in order to securo that no credit 

trical " Enginooring (Honours or Or 

dinary Degree ). 
is allowed for merely superficial knowledge. 

Sheflield . . . B . Eng , in “ Civil " or " Mochanical " ) . 
8 . If a candidate s handwriting is not casily legible A 

" Eleotrical " Engineering (Honoura 

Degree or Ordinary Degree with a First 
deduction wil] bo made on this account from the total 

Claas in the Final Examination will not 
is otherwise aceruing to him . 

bo maquired in the 0890 of degrees ob . 

tained in or after Juno 1930 ) . 
9 . Credit will be given for orderly , effective and cxact 

B . E . (Met .) Hong , Degree only . 
expression combined with due economy of words , in all Briato 

B .8o . In " Civil " or Moohanloal " or 
the subjects of the cxamination , 

" Electrical " Engineering (Honours or 
Oninary Dario ). 
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Wales 

. B . So, in " Civil ” or “ Mechanical " or A pass in the Special Degree Exumination . 

“ Eleotrioal " Enginooring. 
National University of B . E . 

School of Military Engineering , Roorkee . — Engineer 
Iroland . 

Officers Supplementary Engincering Course. 
Queen s University B .Sc. in Engineering . 

The Delhi Polytechnic and the All - Indir Diploma in 
(Belfast ). 
Sydney . 
. . T . . 

R EN" Civil or in " Mochanical " and Engineering whon passeil ufor completing the course of 
“ Electrical ” Enginooring . 

study. 
Melbourne 

B . C . E ., B .Mech . E . or B . E . F . 
New Zealand . B . L . in " Civil" or Mechanical " or " Elec 

Heriot Watt College , Edinburgh — Associatoship in Elec 
trical ” Engineering. 

trical Engineering . 
Adelaide , , B . E . in “ Civil” , “ Mechanical " or “ Elro 
trical ” Engineering . 

Naval Officers : -- 
Quoupeland . . . B . E . in “ Civil ” or in Mechanical " and Examination which qualifies is Lieutenant ( E ) Royal 

" Electrical ” Engineeriug. 
Western Australia . 

Naval College , Greenwicht: 
B . E . 
South Africa , • B . Sc. in Enginoering (until 1921 ). 

Professional Certificate for Constructors . 
Cape Town , 

B . Sc. in Engineering . 
Witwatersrand 

B . Sc. in “ Civil " or " Mechanical " and 
“ Electricul" Engineering. 

APPENDIX I (b ) 
Caloutta . . . B . . Examination in Civil or Mochazucal Lint of Diplomas or Degrees of American Engineering 
or Floctrical Engineering 

Institution , the Curricula ol which have been accredited 
B .Mol and B . E . (Mot.) Degrees. 

by the E . C . P . D . and holders of which have taken a full 
Bombay 

B . L . Examination , 
Madras B . E . Examination . 

four years course of studies in such institutions and have 
Benarys Hindu Univer - B . So . Examination in Engineering, 

had at least four years corporience in Practical Engineer 
tity . B . So. (Mining). 

ing and which have been adempted from Sections A 
Patna . B .Sc. in Engineering. 

and B of the Associate Membership Examination of the 
Rangoon 

B . 8o, in Enginooring , 
Mysoro , B . E . in Civil, Mechanical or Llectrical 

Institution of Engineers ( Inila ). 
Engineering . 

(Subject to periodic revision ) 
Punjab . 

B .Sc . in Engineering . 
Osmania University , B . E . 

Akron , University of. - Electrical (c ), (recical, 
(Hyderabad ) . 

industrial and aeronautical options) (0 ) 
Travancore University , B . Sc. (Eng.) Dugroe . 
* East Punjab Enginees - B . Sc . in Engineering . 

Alabama Polytechnic Institute . - Civil, electrical, 
ing College , Roorkoo . 

mechanical 

Alabama , University of -- -Aeronautical, civil , electrical, 
Diplomas in Engineering : 

industrial, mechanical, mining . 
City and Guilds (Engineering) College , Kensington , Alaska , niversity of — Civil, inining (including 
Univorsity College , London . 

metallurgical and geological options). 
King s College, London . 

Arizona , University of. — Civil , electrionl, mechanical, 

mining . 
City and Guilds of London Instituto, Technical College , 

Arkansas , University of 
Finsbury . - Diploma or Higher Certificate ( three years 

Civil , electrical, mechanical. 
courso ) if taken by Matriculated Students or Students 

Brooklyn , Polytechnic Instituto of - Chemical ( day and 
who have passes the Institution Studentship Exami- 8 - year evening ), civil ( a ) , electrical (a ), mechanical (a ). 
nation or its recognised cquivalent. 

Brown University . — Civil , olectrical, mechanical. 
Royal Technical Colloge , Glasgow . -- Final Diploma Bucknell University .-- Chemical, civil , electrical, 
Examination in Mechanical or Eloctrical Engineering mechanical , 
provided an approved Matriculation Examination has been California , Institute of Technology . - Aeronautical (5 
passed before beginning tho course . 

And B -year course ), chemical (5 - year course ), civil , 
Thomason Civil Engineering College , Roorkee . - Diploma electrical, mechanical. 
in Civil Engineering ( formerly Assistant Enginecr s Certi California , University of. — Civil, electricnl, mechanical, 
fionto ). 

metallurgical (metallurgy ), mining , petroleum . 
Indian Institute of Science , Bangalore .- - Diploma in Carnegie Institute of Technology — Chemical (c -T ), 
Eloctrical Technology or in Electrical Communicatiou civil ( a ), electrical ( a , c -r ), industrial (management) ( a , 0 - ), 
Engineoring . 

mechanical (a ,0 - ), metallurgical (a ,0 -r ). 
Manchester Certificate in Technology, Mechanical or Case Institute of Technology . - Chemical, civil, electri 
Electrical Engineering . 

cal, mechanical, metallurgical 
Punjab College of Engineering and Technology (formerly Catholic University of America . - Aeronautical, archi 
Maclagan Engineering College ), Moghalpura . — " A ” Class tectura ), civil , electrion ), mechanical, 
Diploma in the First Division (65 per cent. or more marks ) Cincinnati, University of - Aeronautical (o ), chem ( c ), 
and in tho Honours Division (80 per cent. or more marks ) civil (0 ), electrical (o ), mechanical (c ) . 
in (i) Mechanical Engineering , and ( ii) Electrical Engineer 

Citadel, The . - Civil . 
ing from 1985 

Clarkson College of Technology . - Chemical, civil , elec 
College of Engineering and Technology , Jadavpur, 
Bongal.- Diploma in Mechanical Engineering and 

Clemson Agricultural College . — Civil, electrical, mecha 
Electrical Engineering from 1941 onwards, provided the 

nical, 
candidates have passed Inter . Examination in Science of a 
recognised University with Physics , Chemistry and Colorado School of Mine8. – Geologioal, metallurgical, 
Mathematics . 

mining, petroleum . 
College of Engineering and Technology , Jadavpur , Colorado State College .- - Civil , electrical, mechanical. 
Bongal. — Diploma in Chemical Engineering from 1941 Colorado , University of Architectural, civil , electrical, 
onwards, provided the candidates have passed the Inter. 

mechanical ( includes aeronautical option ). 
Examination in Science of a recognizod University with 

Columbia University . - - Chemical (b ), civil (6 ), elec 
Physics, Chemistry and Mathematics . 

trical (6 ), industrial (i ), mechunical (b ), metallurgical (b ), 
Degree Course (without regard to whether the candidate mining (b ). 
has passed the Intermediate Examination or not ) or the Connecticut , University of Civil, electrical, mechanioal, 
Special Degree Examination . 

Cooper Union School of Engineering . – Chemioal (d ), 
Diploma of the Faraday House , London , a6 obtained by civil (d ). electrical (d ), mechanical (d ). 
Actually passing the Examination of the Faraday House . 

Vornell Univorsity .-- Chemical, civil, electrical, indus 
College of Engineering and Technology , Bengal.- - A pass trial (administrativel, mechanical. 
in Degree Course (without regard to whether the candidate 

Dartmouth College .- - Civil , 
has passed the Intermediate Examination or not ) . 

Dolaware , University of Chemical, civil, electrical, 
* (80 long x the College is allowod to utilizo all tho oquipment , mechanioal. 
and the laboratorios of the Thorgason Civil Engineering College , Koor 

Denver, University of Electrical, 
koo ) . 
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Detroit, VMiversity of. . Aeronautical (c -I ), architech Montana State College . - Civil, electrical, mechanical. 
tural ( c-r ), chemical ( c -r ), civil (C -1), electrical (C -1 ), 
mechanical ( 0-1). 

Nebraska , University of Agricultural, architectural, 

civil, electrical, mechanical, 
Drexel Institute of Technology . - Chemical (c -r), civil 
(C-1 ), electrical (C-1), inechinicnl (c -r). 

Nevada , University of Electrical, mechanical, inining 
Duke University . - Civil , electrical, mechanical. 

Nel llampshire, University of. - - Civil, electrical, 

mechuvial. 
hty of 
industriul, inechanical, 

Chemical, civil , electricill , New Mexico College of Agricultural and Mechanio Arte . 
George 

Civil , electrical, mechanical. 
Washington University , - ( iyil , electrical, New 
mechanical 

Verico School of Mines , Geological, niining , 
Georgia School of Technology - -Acronuuticule ceramic 

petrol .um . 
(C - T), chemical ( including co - operative curriculum ) ( C -1 ), 

New Morico , University of. - Civil , electrical, mechani. 

cu 
civil (C-1), electrical (C-1), mechanical (c -r). 
Harvard University (d ).- Civil, comuniention , chec 

Nine York , College of the City of Civil (a ), electrical 
trical, industrial ( engineering and business ndministration ), 

(" ), mechanical (a ) 
virlochanical, metallurgical ( plysical metallurgy ), sunity. 

New York State College of Cerumi( 3. - - (At Alfred Uni 
* Idaho, University of. -- Civil , electrical, mechanical, 

versity ) : C ermic , 
metullurgical (metallurgy), mining ( including geographical 

New York University , Soronautical. chemical (iling and 
option ). 

7 -year evening ), civil (a ), electrical (a ), industrial 
Illinois Inslitute of Technology ( Armour College of 

it (udniinistrntive), nechunieal (a ). 
Ing.neering) (9 . - Clericnl, civil, olcctricul, mechanical, Newark College of Engineering - ( vil (0 -1 ), electrical 
Illinois , University of Architectural, ceramic ( techn - 

( C -r ), mechanical ( C --) . 

42 
cul option ), chemical, civil, rưilway civil , « lectricul, railwas North Carolina Statr ( ollege. - Cer mic , civi , clectrical , 
clijcal, general ( f) mechanical , Blway mechiulenil , mechanical. 
Inovulurgion ), mining. 

Vorld Dakota Agricultural College, Architectural, 
Iowa State College . - Agricultural, illchitecturul, carn - mechanicnl. 
mic , chemicnl, civil, electrical, general ( ) mechanical North Dakota , l/niversity of.-- ( ivil, electric ıl, mechani 

lowa , State University of. - Chenion ), ( ivil , electrical, cnl, mining. 
inechanical 

Northeastern University , Chemical ( c ), civil ( C ), elec 
Johns Hopkins University .- -( heinicni, civil , electrical, trical (c ), industrial (c), inechinical (r ). 
mechanical 

Northwestern University , - Chemical, civil, clectrical, 
Kanga8, State College . - Agricultural, architectural, mechanical. 
civil , electrical, nccbunical. 

Norwich University . - Civil, electrion !. 
Kangas , University of Sichitectural, civil , mlectrical, 

Notre Dame, University of. -- Acronautical, civil , clec . 
mechanicnl, mining . 

trical, mochanical, metallurgical (metnllurgt ). 
Kentucky , University of. - Civil, electrical, mechanical, 

Ohio State University .- ( erarni , chemical, civil, elec 
metallurgical, mining . 

trical, industrial, mechanical, metallurgical, mining (minc). 
Lafayette College . - Civil, electricul, industrial (adıninis 

Oklahoma Agricultural and Mechaniral College . - - Civil , 
trative ), mecbunicul, metnllurgical, mining . 

electrical, industrial, mechanical. 
Lehigh Univcrsity - Cheinicnl, ( vil, electrical, indus 

Oklahoma, University of. -- Architectural, chemical, 
trinl, mechanical, metallurgical, mining , 

civil, electrical, mechanical, petroleum . 
Louisiana State University .- Chemical, civil, clectrical, 

Oregon State College . - Chemical, civil , electrical, 
mechanical, petroleum . 

mechanical. 
Louisville , University of .- -Chemical (0 -1), civil (r-r ), 

Ponnaylvania State College . -- Architectural, coramic 
clectrical (c -r), mechanical (C- ). 

( ceramics ), chemical civil, electrical, fuel technology , 
Maine , University of. -- Civil, electrical, general ( f), industrial, mechanical metallurgical (mctal uryy ), mining , 
mechanical 

petroleum and maturn VER , sanitary , 
Manhattun College - Civil , electrical. 

Pennsylvania , University of Chemicul, civil, electrical, 
Marqutte University . - Civil (c), « }ectricul (o ), mechani mechanical 
al (0) 

Pittsburgh , University of Chemical ( c -T ), ( ivil (C- 1). 
land , University of Chemical, civil, electrical, electrical ( c -r ), industrial (C -T ), mnochanieri, metallurgical 
nechanical 

( C-5 ), mining ( c-r ), petroleum (c -r ). 
Massachusetts Institute of Technology - -Aeronautical Pratt Institute .- - Electrical, mechanica ). 
building and construction , chemical, civil (includes option 

Princeton Univers ly -- Chemical, civil, electrical, 
in sanitary engineering ), electrical (r -t ), general ( f) , induq 

mechanicul, 
trial (business and engincering administration ), mechanic 

Purdue University .- - Aeronauticni, chemicnt, civil , elec 
cul (C -r ), metallurgical (metullurgy) , nuval architecture 

trical, mechanical, metallurgical. 
apd marine engineering ( inc uding mirino transportition ). 

Rensselaer Polytechnic Institute - Aeronautical, chemi 
Michigan , College of Mining and Technology . - ( hemical, 

Cal, civil, clectrical, industrial, mechupiral, metallurgical. 
civil , electrical, mechanical, metallurgical, inining . 

Rhode Island State College, Civil, electricnl, mechani. 
Michigan State College , Civil, electricnl, mechanical. 

( nl. 
Michigan , University of. -- Acronautical, chemical, civil. 

Here Institute. - Chemical, civil, electrical, mechanical. 
electrical, engidecring mechanics mechanicni, metil 
Jurgical, naval architecture and marine engineering, t11118 Rochester , University of Chemical, mechanical. 
portation , 

Rose Polytechnic Institute .- - Civil , electrical, mechani. 
Minesota , University of. - Aeronautical, chemical, civil , 

cal. 
electrical, mechanical, metallurgical, mining . petroleum 

Rutgers University . - Civil , electrical, mechanical, Sani 
Mississippi State College. - - ( ivil, plectricnl, mechanical 

fary. 
Missouri School of Mines and Metallurgy Cernic , 

Santa Clara , University of Civil, clectrical, mechanical 
v civil, electrical, metallurgical, mining (inine ) (includin 

Youth Carolina , University of Civil, clectrical. 
petroleum option ) 

South Dakota State College . - Civil, clectr cul, mechani 
Missouri, University of Chemical, civil , electrical, 

cal. 
mechanical 

South Dakota State School o Minra. ivil . electrical 
Montana School of Mines. - Geological, metallurgital, 

general (1) metallurgical, mining . 
mining . 
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made bo 


1210 THE GAZETTE OF INDIA , SEPTEMBER 8, 1949 

[Pirt T - SFO 1 
- - - - - - - - - 

= = = = = = 

= = = = = = = 
Southern California , Iniversity of Civil , electricul, censed with the 1948 list Until such time as reasonably 
Diechanicnl, potroleum . 

nounul ducational activities in thi oheinical engineering 
southorn Methodist University – Civil (0 -1 ), electrical 

helds huve been resume and re-examinations made no 

current 1151 for this division of engineering will be 
Stanford University .- - Civil, 

published 

wlectrical, mechanical 
metallurgical, mining, petroleum 

(a) Acercditing upplies to the duy und evening cur 

ricula . 
Stevons Institute of Technology - General (6 ) . 
Sunrthmore ( olloge ivil , electrical mechanical (b ) Accrediting applies to the 4 year and 5 yenr cur 
Syracuse University - Chomicul, rivil, c ectricnl, indus 

ricula leading to the bachelor of science degree 
trial (administrative ), mechamoal. 

(c) Accrediting applies to the cooperative ( urriculum 
lenne 886e, University of. — Chemical, civil, electrical, only, 
mechanical 

(c-r) Accrediting applies to both the co-operative unil 
Texas, Agrioultural and Mechanical College of Aero Tegular curriculu . 
nuutical, chemical, civil, electrical, inechinicul, petroleum 
14 and 5 - year courses) 

(u ) Accrediting upplies to day and to 6 yeni ovening 

urri uls in the Cooper Union School of Enginvering as 
7 exus College of Mines and Metallurgy Mining (mining 

submitted to T . C . P . D . 
option , mining geology , metallurgy nption ), 

(0 ) Accrediting appling only to curriculum us submitted 
Teras Technological College ... Civil , electrical, mechani 

to ECPD und upon completion of which a certificate is 
val 

158ued by Hurvard University certifying that the student 
Teras, University of Architectural, chemical, civil, has pursued such a curriculum 
cloctrical, mechanical, petroleum ( petroleum production ). 

(f) The accrediting of a curriculum in general Engineer 
Toledo , University of -- -Gonoral (c- f) 

ing implies satisfactory training in engincering sciences 
lufta College.. .l ivil , electrical, mechanien ) 

and in the basic subjects pertuning to severnl fie of 
Tulane University of Louisiana . — Civil , electrical engineering ; it tooq not imply tho Accrediting , 18 septe 
mechanical 

curricula of those component portions of the curriculum 

such as civil , mechanical, or clectrical engineering that 
Tu /90 , University of - Petio eum (including options in 

118ually are offored as complete professional currl ulai 
refining and production ) (r -r ) 

lending to degrees iu these particular fields 
Tinion ( ollege - - Civil , electrical 

(9 ) On July 24 , 1940 , Illinois Institute of Technology , 
United States Coast Guard leademy -- General (f) 

was formed by the consolidation of Tricour Institute of 

Technology and Lewis Institute 
litah State Agricullural College — Civil 

Curricula now listed 
Utah , University of. — Civil , 

unior Illinois Institute of Technology were listed under 
clectrical, mechan cai, 

Armour Institute of Technology hcforo October 24 , 1910 
metallurgical, mining 

Vanderbilt University Civil , electrical, mechanical 
Vermont, University of. — Civil, electrical, nechanical 

Tiist of Accredited Curricula of Technical Institute Type 
Villanova Vollege _ Civil , electrical, mechanical 

Academy of Aeronautios ( LaGuardia Field , N . Y ).--- 
Virginia Military Institute - (" ivil , electrical. 

Aircraft design and construction ( resideut full time pro 
Virginia Polytechnic 

chemical 
Institute – Ceramic , 

grums and rca dent part time evening programs) aircraft 

mechanics and inaintenance ( resident full time programs 
civil, electrical, industrial, muchanical 
Virginia , University of ( hornical, civil , electrical, and resident part time cveninù proc 

1 cronautioal Institute ITauthorne, 
mechanical, 

Calif - Electrical 
Washington , Stato ( ollege of Architectural, civil, elec - engineering 

Aeronautical University , The ( Chioago , III) - Aero 
trical mechanical (basic option ), metallurgical, miving 

nautical engineering drafting. 
Washington University - Architectural, Civil , clectrical, 
industrial (administrative ), mechanica ) 

mentals of industrial electrical enginccring 
Washington , University of Aeronautical, ceramic . 

l apitol Radio Fngineering Institute (Washington , D 
chemical, civil, electrical, mechanical, vetullurgical, 

( .) - Residences course in practical radio engineering, cor 
mining 

respondonce course in practical radio engineering 
Wayne University - Civil , Olectrical, mechanical 

Hrunklin l echnical Institute ( Boslon , M (148) -- Indu16 
Webb Institute of Naval Architecture – Naval architec trial electricity 
hure iind marine engineering 

Wentworth Instituto (Boxton , Mass). - Machino con 
West Virginia University -- Civil , electrical, mechanical struction and tool design , storm and diesel engineoring , 
mining 

Architectural construction , Hlectrical construction 
W18consin , University of Chemical, rivil, electrical, 
mechanical, motallurgical, mining 

APPENDIX II 
Worcesters Polytechnic Institute - Chemical, civil, eloc 
trical, mechanical 

List of University degrees which will be tacognised for 

adm 18810n to the examination 
Wyoming , University of Civil , clectrical, mechanical 

[ Vide Rule 18 ( ii )? 
Yale University . Chemical, civil, clectrical, mechnni ( rinbridge - Ordinary degree BA in Engineering , 
cal, metallurgical (metul urgy ). 

provider the graduate has passed in the principal subjects , 
Engineering I, Engineering II and Engineering III. 

(Hlasgow - - B . Sc in Naval Architerture (Honours or 
Explanatory Notre 

ordinary degree ). 
With the cxception of the chein cal engineering curricula , 

Durham - B Sc in Marine Engincering 
this list is corrected up to October 24 , 1947, and is subject Aberdeen - B Se in Engineering (Honours or ordinary 
to continual revision Y Toplica 01 / 5 to urricula whiol degree ) . 
have been inspected by the committoe on enginecrins 

NOTE . - The abovo degrees will be accepted only if taken after 
schools whether conducted on the usual plan of operatio ) three yours study and the passing of the thgular ( taminations in the 
or on the accelernted plan At the request of the ( ouncil several Universities. The conditions as to thrce years mtudy will act , 
of the American Institute of Chemicnl Engincarm lue to 

howover , apply to Indians who, having taken an Indian dogree , which 

exempts them from part of the Univergity course , shall have taken 
the offerts of the war upon alucation in chemical engineer 

ono of the above degrees in less than the years in accordance with 
ing . All Accrediting or chemicnl engincering i Ulriculil the regulations of the University concerned . 
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No. E . 3 (97). The Central Electrical Engineering 

Government may decide . If a limit is imposed and the 

number of cundidates exe ceus bhab limil , the Commission 
Service , Class I , Recruitment Rules are published below 

shall select from the applicants those who shall be 
for general information : 

culinitted to the examination , and in doiag 50 shall liave 
THE CENTRAL HLECTRICAL ENGINEERING 

regard to the suitability of the applicants and to the ade 
SURVIVE , CLASS I , RECRUITMENT RULES , 

quute representation of the various coinmunities and 
PART I 

provinces of India , 
General 

8 . A candidate must be either -- 
1 . These rules may be called the " Contral Electrical ( u ) a national of the Indian Dominion by birth or by 
Engineering Service , Clans I , Recruitment Rules . 

domicile , or 
2 . In these Rules , unless there is anything ropugnant in 

(b ) a ruler or a citizen of an Indian State wliich has 
the subject or contot, 

acceded to the Dominion of judia , or 
( a ) “ Thu Service ” meuns the Centrul Electrical Engi ( ) a persou ol Induu descent, or a ruler or a citizen 
noering Service , Clamy ) . 

of uh Indian State which has riot ucceded to the 

Dom 101 of India , or u citizen of the t ukistan 
(b ) " Scheduled Custeg menus auy of the castes men 

Dommon or of any other territory adjacent to 
tioned in the toverninent of India ( Sclieduled ( asten ) 
Order , 10 : 6 . 

Indiu , in whoso tavour a dochurution of eligibility 

has been issued by the Governinent of the 
( 0) " Government means the Government of India . 

Dominion ol India . 
(d ) Thu " Comioission " means the Federal Public 

Note . - A vandidato who woo comicilod iu l Akistuu kloos but 
Service Commission , 

who has migratod from such breah buloid the 30th September 1940 
with the intention of permanently puttlung dowu in India will be treat 

od te u person domiciled in India and no declaration ol eligibility for 
PART II 

appointaunt to tho Service under the Indiun Dominion in respoet of 

muun t person will be nocoumary . 
Recruitment 

1). A candidate must bu in good mental and bodily 
3 . Recruitment to the Service shall be made by any 

health und tree from tlly plysoul Veloct likely to inter 

fere will bkc cllicient performance of the duties of the 
of the following niethods : -- - 

Rauber ut the Servicra, Hud il candidate who is louud aftcr 
( 1 ) By conipetitive examination in Indin in accordance 

LXminution by a Medical Board not to satisfy these 
with lart III of these rules . 

Tequirements will not be uppointed . Only those candidutes 
( 2 ) By promotion in woordance with I urt, IV of these who are ukely to be considered for appointment will be 
Rules . 

Plysically examined . * 
( 3 ) By transfer in accordunoc with Put V of these Rules 10 . A candidate must furnish to the Commission such 
of an officer in the Government service in India . 

cvidence us may be required to show that he is of good 
4 . (1 ) All appointments to the Service or to posts borne 

charucter und prima fuore suitable for admission 10 the 
upon tho cadre of the Service shall be mule by Govern exumninution . Success in the examination centers no 
ment. 

right to an uppointinent unless Government uro antished , 

alter such enquiry as may be considerod llevesbury that 
( 2 ) No uppointment shall be made to the Sorvice or to 

the candidate is suituble in all respects for appointmont 
any post borne upon the cadro of the Service by uny 

to the Service . 
mothod not specified in Rule 3 . 

11. A candidate must have attained the age of 20 and 
l rovided that the officers named in the Notification 

not have attained the age of 25 on the dato prescribed 
No. E . 4 , dated the 3rd July 1946 of the Government of 

for this purpose iu tho Notice of the exanunation issued 
India , Ministry of Works , M11104 ind l ouer shall bo 

by the Commission . A candidate belonging to Scheduled 
deemed to have been (July appointed to the Servico . 

Custe must have attuinod the age of 20 and must not have 
(3 ) Subject to the provisions of sub -rule (2 ), Govern . uttainod the age of 28 on the prescribed date . 
ment shall deterioinc the method or methods of recruit 

These uge - limits apply whether or not a candidate is 
ment to bo cuployeul for the purpose of filling uny 
particular Vacancies in the Service or such vacancies 

ulready in Goverument service . 
therein as may be required to be filled during any parti 

12 . (1) A candidato shall apply to be adinutted to the 
cular period and the number of candidatus to be recruited 

oxummation before such dute , in such munur and in such 

foim us the Commission may prescribo. 
by cach method . 
Provided that nll recruitment by competitive examin 

oft Provided that a candidate who is in the permanent 
ation ( vide Part III of the rules ) shall be to the grade of 

or comporary service of the Central Governincut or of a 
A fant Electrical Engineer Class I only . 

Provincial Government shull apply to the Commission for 

admission to the Oxamination through the bead of his 
Seventy - five per cent. of the vacancies in the grade of 

depurtinent or vftico who shall forward his ypplication to 
Electrical Engineer , Clays I, shall be filled by proinotion 

the Commission unless he refuses his Consent to the 
of Assistant Electrical Engineer , Class I, the rest of the 

application , 
Vacancies being filled by promotion and / or by transfer in 
accordance with Parts TV and V of the rules respectively . 

( ii ) No coudidate iny make more than cnc vpplication 
6 . Appointment to the Service made otherwise thru by 

in respect of any one occasion on which an examination 

is held . 
promotion will be governed by the principles Inic down 
in the Government of India , Ministry of IIome Affuirs 

13 . A candidate must 
Resolution No. 16 / 10 /47- Ests . ( R ), dated the 2186 August 

(1) have passed sections A and B of the Associate 
1947 (regarding communal representation ju the Central 

Merubership Examiuation of the Institution of 
Services and the supplementary instructions issued in 

Engineers ( India ) or have any othor educational 
connection therewith . 

qunlifications recognized by that Iustitution as 

exempting from pussing these sections, vide 
PART III 

Appendix I ; or 
Recruitment by Competitive Examination in India * Tu order to provent disappointmont canclidate , Aro adyigod to 

huyo thamyolves examinod by tu Govornnont inedical officor of the 
8 . A competitive examination for udniission to the standing of a Civil Burgaon bofure applying for admission to the exem 
Service shall be held in Iudin at such time and place or ination . Particulars of the Dature of tho medical test to which oandi. 
places as Government muy prescribe by notice issued 

dotes will be submitted before appointment and of tho standards 
through tho Commission . Every such notice will , when 

required can bo had from the Comtoission . 

* * Tho submission of applicatious hy persons in Government Servios 
possible , announce the number of vacancies to be filled 

is further govorned by tho Govommont Servanta Applicationg fur Post 
on the results of the examination , 

Central Servicos /Railwayo Servicea Rules ( published with the Govern . 
7 . The maximum number of candidates to be admitted 

Inent of India Home Departmont/Railway Dopertinont (Railway 

Board ) Notification No . 189/43- Esta No. E , 34 -RRI, datocl the 8th 
to any oxamination may in tho discretion of Government. 

Docember 1943 /22nd January 1936 as amended from time to time), and 
be limited to such number, not being loss than 200 , as tho corresponding rulea made by Provincial Clovornnents . 
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( ii ) have obtained an engineering degree of one of the (c ) The Govornment may extend tho period of two 

Universitivy neutivued in Appendix II under the youta specifed a bub -rula ( u ) above. 
conditions prescribed in that Appendix , or 

(d ) Il on the oxpiration of the period of probution 
( 111) lave passed the Angociateslip Ewinition of referred to iu sub -rule (u ) ubovo or of any extension thereof 

the City und Guilds Institute (linperial College under sub -rule (0 ) above , as the case niay be, the Govern 
of Science und Teclinology, South Kensington ) mnent ure of opriou thut au Assistant Electricul Engineor 
in Civil Engineering , or 

is not fit for permnneut employment or if ut any timo 
(iv ) huve passed the Associate Examination of 

during such period of probulion or extension they are 
Bengul Engineering College in Mechanical 

satisfied thut ul Assistant Electricul Enginer will not be 
Lengineering ; or 

fit for permunent appointment on the uxpiration of such 
( v ) have obtained the B .Sc. degree iu Eugincering 

period or extension , they muy discharge the Assistant 

Electrical Engineer or puse such order us they think fit, 
of Aligurlı Juslin University . 

(e ) If no uition in taken by Government under sub 
Provided that in exceptional cases the Comminission mityula (b ) or ( c ) or ( d ) of this žulo , the period ufter the 
treat a candidate , who hus 1100 ny of tho toregong 

prescribed period of probition shall be treuted us all 
qualifications, 15 i qunlified candidate provided that he 

engagement from month to month terminable on either 
is recommended by the C er trul Government ou Provincial 

side on the expiration of one calondar inonth s notice in 
Government and his passed examinations conducted by 

writing 
other institutions that stuulund of which in the opiuiou ot 
tho Commission justifies his admission to the oxruination 

PART IV 
14 No candidate shall be dinitted to the competitive 
examination unless he liokle il certificate of acceptanco tor 

Recruitment by Promotion 
adrnission granted by the Comtnission 

21. ( 1) NO Assistant Engineer , in the Centrul Electrical 

Engineering Sorvice , Class II, shull be promoted 28 
The decision of the Coinmission us to the eligibility or neigiant Electrical Engineer , Class I . 
otherwise of candidate for admission to the coinpetitive 

(2 ) Recruitment by promotion to the Grade of Ele al 
examinntion shall be final 

Engineer , ( lues I shall be made by selection from among 
15 . No recommendations except those invited in the permanent Issistant Ingineers in the Centrul Electrical 
form of application shall be taken into consideration . Any 

Engineering Service , ( lasa II, nfter consultation with the 
uttempt on the part of il cundilato to obtain support for Cominasion . No office shall have any claim to such 
his candiluture by other meuns iniy disqualify him for promotion us of right. 
admission . 

(3 ) No Assistant Engineer shull be eligible for promotion 
16 . Candidates must pily such QXuininution lecs ts to the Service , unless he 
Government muy prescribe (sue l art A , Schedule 1) , 

(a ) would , but for uge , be qualified for admission to 
No clain for a refund of any of these fees will ordinarily 

the cornpetitive Olunination under Part III of 
be cutertained , nor can they be held in reserve for any 

these rules ; 
other examination or selection 

(b ) hus rendered ut lenst three years service , in a 
17 . Examinations under this purt of these Rules shul] 

permanent or temporary capacity , is an Assistant 
be conducted by the Commission in the manner prescribed 

Ingineer OL AS un Assistant Engineer and Sub 
in Part B of Schedule I. 

ordinate under the Central Covernment ; und 
18 . If the examinatiou held under this part of these ( 6 ) satisfies the Commission that he is in every 
Rulos is a combinecl cxzmjuation for the purposes of 

respect suituble for appointment to the Service. 
making recruitments to more than one Service or Depart 

Provided that where an Assistant Engineer in the 
ment the following provisions shall apply . 

( entral Electrical Engineering Service , Class II , does not 
(1) Any person inay apply to be admitted as a pobles the educational qualifications prescribed in 

candidate for appointment in all or any of these I art TII of these rules but POHSHEM special experience in 
Bervices or depurtments for which he im eligible some particular line of Electrical or Mecluanical Engi 
It he wishes to corapete for appointment in more neering, oy Air woulitioning, he muy, with the upproval 
than one Service or Department he shall state 01 of the Federul Public Service Commission , bo sclected for 
his application form which Services or Depurt 

recruitment by promotion to this Service . 
ments he wishes to compete for and the order of 

(4 ) It shall not be neceflitry to consult the Commission , 
his preference between them and in such cung 

under this rule , in the case of any person , iſ the com 
only one application foini will be nocesmary and 

mission had been consulted in connection with his 
one payınent of fee s reforrod to in rule 16 (and 

temporary promotion to the Service . 
Purt A of Schedule 1) will be sufficient 
( ii ) Government shall unsigu successful candidates to 

PART V 
cuch Service or Depurtment on i considerution of 

Recruitment by transfer of an oficer do Government 
ull circumstances including any personal preler 

Service in India 
ence expressed by the aundidate . 

22 The Government may , in special cases and after 
19 After every examination the Commission shall make 

consulting the Commission , transfer an officer in Govom . 
a list of the competitors in order of their merit us disclosed 

ment service in India to the Service : 
by the uggregate marks finally " Warried to oncli competitor, 
And in that order, so many competitors upto the number 

Provided that an officer of the Indian Service of Engi 
of vucuncies Announced under rule 6 ubove, albo ro found neers or of the Royal Engineers may be appointed to A post 
by the Commission to be qualified by the ( xunination and 

borne upon the cadre of the Service without consultation 
are considered by Government to be guitable in all other with the Commission . 
respecta sliall bo Appointed subject to the provisions of 
Kulo 5 ubove . 

SCHEDULE I 
20 (11 ) The selected candidates shall be appointed as 

PANT A - T HES (ordo Rule 16 ) 
Assistant Electrical Engineers on probation for two years . 
Their pay sloul commence from the date of appointment 

1 . ( unulidates trust pay the following fcas : 
under these rules and their service for increments , leave A . To the Cornmission 
and pension shall count froin the bime dute . In the event (1) consolidatod application and exutuination fee of 
of more than one candidnte being appointed , theit seniority 

Rs. 82-8 -0 ( Ils 20 - 10 -0 in the case of candidates 
intor 8 ( shall bo determined according to their position in 

belonging to the scheduled costes with the 
the competitive examination . 

application . 
(1 ) On the completion of the period of probation the (A treusury receipt or crossed Indian postal orders only 
Assistant Electrical Engineers shull if considered fit for for this amount will be acceptod by the Commission . The 
permanent appointment, be confirmed in their appoint Commission cannot accept the fee in cush , or by money 
menta . 

order or by cheque .) 
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2. The Contrul Electrical Engineering Service Class 1, 
11mprises a number of superior posts as follows . - - 

RH, 
I. Elur-trical Engineur . . 600 . - 40 – 1, 000 - 1, 000 - 1, 050 — 

1 , 050 – 1 , 100 - 1 , 100 - - 1, 150 . 
II. Administrutive (Seloution ) popis 

Suporintendiang Engineers : 1,300 — 60. - 1,000. 
63 . Provident Fund . - Otivers entering the Central 
Electrical Ingineering Service , Cluss I, will be uligible to 
join the General Provident Funil und will be governed by 
thu rules regulating that Find . 


B . To the Medical Board 
16. 16 betoru Oximminution by a Medicul Bound (uuly 

for candidates being considered lor pomment) 
(Candidates are required to puy their medicul Ite 
In cash to the Modical Board converned at the 

time of their medical examination ). 
No claim for a refund of these fees will ordinarily be 
entertained , nor oun they bo held in reserve for any other 
exumination or selection . A refund of Rs. 75 ( Rs. 18 - 12 -0) 
in the case of wundidatos belonging to schoduled custos ) will 
however be made to u cildiduto why bus pild the coul 
solidated fee of Rs . 82 - 8 -0 (Rb . 20 - 10 -0 in the use of 
candidates belonging to scheduled custes ) but who is not 
admitted to the exuinipation by the Commission . 

NOTH . - The Commissiou may at their discretiori remit the prop 
oribed fee where thoy ure satisfied thut the applicant 14 a bona fide 
refugou and is not in a position to puy the prescribed feo . 

I ART B - STANDAILD AND SYLLABUS (vido Rule 37) 
2 . The exuminution will include the following subjects 
ouch of which will carry the number of inarks showii 
aguiust it : 
(a ) Compulsory 
SUBJEOTE 

No. ON 
MARh8 


100 


| English ( including Enxay und Precis writing ) 

100 
2 . Genoral Knowledge . 

100 
3 . Eloctrical Engineering 

200 
4 . Mechanical Enginvering 

200 
5 . Applied Meubauca (including ptrungth of matoriul 
and Theory of Structures ) . . . . . 

200 
6 . Viva Voce . . . 

300 
( b ) Optional 

(Not more than two of the following subjects ) 
1 . Phyuice (includung Eleotricity and Magnetism ) . 

100) 
2 . Electrical Communication Enginooring . 

100 
3 . Prime Movere 
4 . Applied Mathematics , 

100 
5 . Hydraulics und Hydrauliu Machines . . 

100 
8 . The stundurd und syllabus of the examinution shall 
be determined by the Comunidhioul and the Cormission 
shull , if they think it desirable , determine what shall be 
the qualitying inurks i ull oLmy of the bubjects ot the 
Bxarrinutiou . 

4 . 11, owing to the large number of cundidates appear 
ing , the Commission consider it impracticable to exiuinine 
ull candidutes in viva voce , the Commission rūy , in their 
discretion , uitei tho written murks huve been compiled , 
sumnion for examinution in viva voce ouly those cundi 
lates who have obtained in the written examination thr 
qualifying inurks which muy be prescribed by the Com 
mission , provided that the marks becured by the cuni 
dates in the written examination shall not be disclosed to 
the members of the Board convonod to conduct the viva 
voce examination . 

8 . No canlilate will be considered to have qunlified it 
the exumninution unless he obtains at least (i ) 40 per cent. 
o e total nurks for the compulsory subjects exclurling 
Vrye voce und ( ii ) 35 per cent . of the total murks for the 
viva voce test . 

6 . From the marks tssigned to candidates in eaclı 
subject such deduction will be made as the Comm1851011 
muy consider necessary in order to becure that no credit 
is allowed for morely superficin ] knowledge . 

7. If a candidate s handwritivg is not eiusdy lvyible 
deduction will be maxle on this account from the total 
marks otherwise accruing to him . 

8 . Credit will be given for orderly , effective and exact 
expression combined with duo economy of words , in ull 
the subjects of the exaininntion . 


APPENDIX 1 
List of Examinations recognised by the Institution of 

Ingineers (India ), as ( rempling from scctions " A " and 
" B " of the Rociate Membership Examination . 

[ Vido Rule 18 (i) ] 
Institution of Civil En . Sootfona A and B of tho Associate Mom 
gingers, London . 

bership Examination , 
Instituto of Moohanioal Spotions A and B of the Aghoojuto Mom 

Engineers, London . berabip Examination , 
Institution of Eleotrical The Associato Membership Examination . 

Engineery , London , 
Oxford . . . BA , with Honours in Engineoring Saionon 

FinalHonours School. 
Cambridge . 

B . A , (Honours ) Mechanical Soienoos Tripos , 
St. Andrews 

B . fo, in Engincering. 
Glasgow . 

B . 5o. in Fingineering , 
Edingburgh 

B . Sc . in Engineoring . 
Dublin 

B . A . I . (Ordinary , or with Honours in 

Engineering). 
MCHU University B .Sc . in " Civil " or " Mechanical" or " Eloo . 
(Montroal) 

trical" or " Metallurgical" or " Mining " 
Enginoering (Honours or Ordinary 

Degree ). 
Durham . . . B .fo. in " Civil" or " Mechanical" or " Elee 

trioal" Engineering, or in " Naval Ar 

obiteoture " (Honours or Ordinary Degree ) . 
London . . , B .8o . (External and Internal Dogroe ) in 

Engineering (not including the B .8o . in 
Engineering (Metallurgy ) ] (Honours or 

Ordinary Degree ). 
B .Sc. (Intorn al) in Engineering (Mining ) 

(obtained in or uftor 1928 ) , 
B . $ o . (External) in Engineoring (Mining) 

(Hons . Degree obtained in or aftor 

1935 ). 
Victoria University B .So, Tech , (Ordinary Course Division I) 
(Man hoster) 

in Eloctrical Engineering . 
B .8o. Tech . (Ordinary Courgo Division II ) 

in Electrical Engineering . 
B .8o . Tech . (Highor Courgo Honours Divi 

sion Ordinary Course , Division I) in 
Municipal Engineering . 
B .8o. Tech . (Ordinary Courgo Division I) 

in Mechanical Enginvering . 
B .$ o . in Engineering. (Honours Degree 

or Ordinary Dogree from 1025 onwarde ). 
B .So, Tech . in " Mechanical" or " Eleotrioa )" 

Engineering. (Honours Division in the 

Final Examination ). 
Birmingham 

B .Sc. in " Civil" or " Moobanical" or " Ele0 
trical" Engincoring (Honours or Ordinary 

Degree ). 
Liverpool . . B . Eng. in " Civil" or " Moohanical" or 

" Marino" or " Eloctrical Engineering or 
" Naval Architooturo " (Honoun or 

Ordinary Degree ) . 
Leeds . . B .fo. in " Civil" or " Moobonjoal" or " Lloo 

trical" Enginooring. ( Honour or Or 

dinary Degreo ). 
Shellield . . . B . Eng in " Civil" or " Mechanical" or 

“ Eleotrical Engineering. (Honour ; 
Degree or Ordinary Dogree with a first 
Olass in the fual Examination will not 
be required in the use of degrees obtained 

in or after June 1990 ). 

B . E . (Met .) lIona. Degree only , 
Bristol 

, , B . Sc . in " Civil " or " Mochanical" or " Eleo 

trloal" Engineering (Honours or Ordinary 

Legeo ) . 
Wulos . . . B .Sc . in Civil" or " Mechanioal" or " Eleo . 

trical Engineering, 
National University of B . E . 

Ireland , 
Queen s University B .Sc. in Engineering. 

(Belfast ). 
Sydney . . . B . E . in " Civil " Or in " Mechanical and 

" Eleotrical" Enginooring . 
Melbourne . 

B . C . E ., B . Moch , E ., or B . E . E . 
New Zealand 

, BL . in “ Civil " or " Mechanioal" or 

" Electrical Engineering . 
Adelaido , . , B . E . in “ Civil" , " Moohonioel" or " Eleo 

trical" Enginoering. 
Queensland . , D .E . in " Civil" or in “ Mechanical" and 

" Eleotrical" Engineering, 
Western Australia - B .A . 


SCHEDULE II 
Brief particulars regarding the dentral Electrical 

Engineering Service, Class ! 
1 . Persons recruited to the Service undor Part Ill of 
the Rules shall bo on probution for a period of at least 
two yeurs , and they will receive pay in the time scale of 
Rs. 850 - 950 -880 - 380 - 30 - 50 E . 33 . - 30 - 771 - 40 % 
860 . On completion of the probutionary period , il they 
have passed the proscribed departmental examinations and 
are considered fit for perinanent appointment, they will 
be confirmed us Assistant Electrical Engineers . 


two fulles shall bu led to the servi class 
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South Africa . . B .Sc. in Engineering (until 1921). 

Naval Officers : 
Cape Town . 

B . So , in Engineering. 
Witrostonarund 

1 . Sc . in Civil" or " Meolanical" and Examption which qualities as leutenant ( E ) Roval 
" Electroal" Engineering. 

Naval College , Greenwich : 
Caloutta . . B . E . Examination in Civil or Mechanical or 
Electrioul Enginoorg. 

Professionul Cortilicate for Constructors . 
B . Mut . and B . E . (Met .) degraut . 
Bombay B . E . Examination . 

APPENDIX I (b ) 
Madras 

B . L . Examination . 
Benares Hindu Univor B . So . Examination in Engineering 

List of Diplomur or Degrees of American Engineering 
sity B .fo. (Mining) . 

Institutions tho Curriculla of which have been accredited 
Patra B . So . in Enginyering . 

by the E . C . P . D . and holdery of which have taken a full 
Rangoon . . B . Sc . in Engineering . 
Mysoгө B . E . in Civil , Mechanical or Electrical 

four y ( « 18, course of studies in such institutions and have 
Engineering . 

had at least four years , ficperience in praotical Engineer 
Punjab , . . B . Sc . in Luginoering 

ing and which have been cxempted from Sections A 
Osmania Univorsity B . E . 

and B of the Associate Membership examination of the 
(Hyderabad ). 

Institution of Engineers ( India ). 
Travancore University B .Sv . (Eng .) degree. 

( Subject to periodio revision ) 
* Plast Punjab Engineor . B . $ o . in Engineering , 
ing College, Roorkeo . 

Akion , University of. - Ilectrical (c), (mechanical, 
industrial and ueronautical options) (c ). 

Alabama Polytechnic Institute.--- Civil, electrical, 
Diplomus in lingineering : 

mechanical 
City and Guilds ( Engineering) College, Kensington . Alabama, University of . -- Aeronautical , civil, electrical , 
University College, London , 

industrial , mochanical, mining . 

Alaska , University of. - Civil , mining (including 
King s Collego , London 

metallurgical and geological options). 
City and Guilds of London Institule , Technical College, 

Arizona , University of Civil, electrical, mecha 
Lillebuy. — Diploma or Higher Certificate ( three yeurs 

miping 
course) it taken by Matriculated Students or Students who 
huve passed the Institution Studentship Exunıination or 

Arkansax, University of Civil , electrical, piechanical, 
ita l ecoguised equivalent. 

Brooklyn , Polytechnic Inslitute of - Chemical (day and 
Ronal Technical College , Glasgow . - -Iinal Diploma Hyear ovening), civil (a ), electrical (u ), mechanical 
Examinatiou in Mechanical or Electrical Engineering Brown University - - Civil, eloctrical, mechanical. 
provided an approved Matriculation Examination has been Bucknell University .- - Chemical, civil, electrical, 
passod before beginning the courge . 

mechanicnl. 
Thomason Civil Engineering College, Roorkee .- - Diploma Colifornia , Inslitute of Technology . - Aeronautical (5 - and 
in Civil Engineering (formerly Assistant Engineer s Certi 0 -yoar ( Vlll se ), lennial (5 -your course ), civil, electrical, 
ficnte ) . 

mechanical. 
Indian Institute of Science , Bangalore . - Diploma in California , Univorsity of Civil, electrical, mechanical, 
Electrical Technology or in Electricul Communication metallurgival (mctallurgy) , mining , petroleum 
Engineering . 

Carnegie , Institute of Technology . -- Chemical (o -r). 
Manchester . - - Certificate in Technology, Mechanical or civil (a ), electrical (u ,0 -r ), industrial (management) (a ,0 - r ), 
Electrical Engineering , 

niechanical (a ,C -r ), metallurgical (a ,0 -r). 
Punjab College of Engineering and Technology (formerly Oase Institute of Technology . -- Chemical, civil, electrical, 
Maclagan Engineering Collego), Moghalpura .- - " A " Claus mechanical, metallurgical 
Diploma in the first division (85 por cont, or mory marks ) Catholic , University of America .-- Aeronautical, archi 
ani in the Honours Division (80 per cent. or more marks ) tectural, civil, electrical, mechanical, 
1 (i) Mechanical Engineering, and ( ii ) Electrical Engineer 

Cincinnati , University of. — Ahronautical (0), chemical ( ), 
ing from 1935. 

civil (C ), Olectrical (o ), nechảnical (© ). 
College of Engineering and Technology , Jadavpur, 

Ciladel, Tho. --- Civil . 
Bongal. - - ] iploma in Mechanioul Engineering and 

C lurloon , College of Technology .- - Chemical, civil , eleo 
Electrical Engineering from 1941 onwards, provided the 
( wadauties live passed Iulor Exuninnlion in Science of a trical, mechanical 
recognised University with Physics , Chemistry and Clemson Agricultural College. - Civil, electrical, meche . 
Mathematics . 

nical, 
College of Engineering and Technology , Jadavpur , Colorado School of Mines . - Geological, metallurgical. 
Bengal.- - Diploma in Chemical Engineering from 1941 miping, petroleum . 
on wurds , provided the candidates have passed the Inter Colorado State College. -- Civil, electrical, mechanical. 
Examinution in Science of a recognized University with Colorado, University of Architectural, civil , olectrical, 
Physics, Chemistry and Mathematics . 

mechanical (includes aeronautical option ). 
Degree Course (without regard to whether the candidate 

Columbia University . - Chemical (b ), civil (6 ), eleo 
has pussed the Intermediate Examination or not) or the 

trical (6 ), industrial (6 ), mechanical (h), metallurgical (b ), 
Specinl Degree Examination . 

mining (6 ). 
Diploma of the Faraday House, London , as obtained by Conneotiout, Universily of.— Civil, electrical, mechanical. 
actually passing the Examinntion of the Faraday House 

Cooper Union School of Engineering. - - Chemical (d ), 
College of Engineering and Technology , Bengal. - - A pass civil (d ), electrical (d ), mechanical (d ). 
in degreo course (without regard to whether the candidate 

Cornell University . - - Chemical, civil , electrical, indus . 
has passed the Intermediate Examination or not) . 

trial (administrative ), mechanical, 
A pass in the Special Degree Examination . 

Dartmouth College. - -Civil. 
School of Military Engineering , Roorkee. - Enginoer Delaware, University of. ---Chemical, civil, electrical, 
Officers Supplementary Engineering Course . 

mechanical 
The Delhi Polytechnic und the All- India Diploma in Denver, University of Electrical. 

Drtroit , University 
Engineering when passed after completing the course of 

of. - Acronution (0 -1 ), architec 
study. 

tural (0 -1 ), chemical (c -r), civil (1 -r), Hectrical (c -r), 

mechanical (c -r). 
Heriot Watt College, Edinburgh . - Associateship in Elec 

Drexel Institute of Technology , Chemical (0-1 ), civil 
trical Engineering 

(C -T), electrical (0 -1), mechanical (0-1). 

Duke University .--- Civil , electrical, mechanical. 
* ( 80 long as the Collogo lo allowed to utilizo all the equipments 

Florida , University of. - Chomioal, civil, electrical, 
and the laboratories of tho Thomason Olvil Engineerlag Collogo , Roor 

industrial, mechanical. 
km . ) 


= 
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George Washington University -- Civil, electrical New Mexico School of Mined.- -Geological, ininnig , 
mechanical 

petroleum . 
Georgia School of Technology . - Aeronautical, ceramic New Mexico , University of. — Civil , electrical, mechani 
( 0 -1 ), chemical ( including co - operative curriculum ) ( C -T ), al. 
civil (car ), electrical (c -r ), mechanical (1 - 7 ), 

New York , College of the City of Civil (a ), electrical 
Harvard University (d ). — Civil, communication , elec- (a ), mechanical (a ). 
trical, industrial (enginccring and business administration ), New York State College of Ceramics . - (At Alfred Uni 
mechanical, metallurgical (physioal metallurg.y ), sanitary versily ) : Ceramio . 
Idaho , University 01.- --Civil, electrical, mechanical, 

New York University . - Aeronautical, chemical (day in 
metallurgical (metallurgy), wining ( including geographical 

7- yeur vening ) , civil (a ), electrical ( a ), industrial 
option ). 

( adininistrative ), mechanical (a ). 
Illinois Institute of Technology (Armour College of 

Newark College of Engineering . - - Civil (C-7 ), electrical 
Engineering ) (g). - Chemical, civil , electrical, mechanical. 

(C -1), mechanical (0-1 ). 
Illinois , University of. -- Architechturni, cerrmic (techni. 

North Carolina State College . - Cernmic , civil , electrical. 
cul option ), chemical, civil , railway ciyıl, electrical, railway 

mechanical 
electrical, general (f) mechanical, railway mechanical, 
metallurgical, mining 

North Dakota Agricultural College. - Architectural, 

mechanical 
Iowa State College . -- Agricultural, architectural, cera 
mic , chemical, civil , eloctrical, general (f) mechanical. 

North Dakota , University of - Civil , electrical, mechani 
Iowa, State University of. - Chemical, civil, electrical, 

cal, mining . 
mechanical 

Northeastern University .-- Chemical (o ), civil (c ), elec 
Johns Hopkins University . -- Chenical, civil , electrical trical (c ), industrial (c), mechanical (c ). 
mechanical 

Northwestern University - -Chemnical, civil , electrical, 
828, State College.-- Agricultural, architectural 

mechanical 
civir, electrical, mechanical 

Norwich University . — Civil , electrical. 
Kansas , University of ---Architectural, civil, electrical Notre Dame, Univerrily OM — Aeronautical, civil, elee 
mochanical, mining . 

trical, mechanical, metallurgical (metallurgy ). 
Kentucky, University of. — Civil, clectrical, mechanical, Ohio State University .- - Ceramic , chemical, civil, elec . 
metallurgical, mining . 

trical, industrial, mechanical, metallurgicnl, mining (mine) 
Lafayette College .-- Civil, electrical, industrial (admiuis Oklahoma Agricultural and Mechanical College. — Civil , 
trative ), mechanical, metallurgical, mining . 

electrical, industrial, mechanical. 
Lehigh University . Chemical, civil, electrical, indus Oklahoma , University of Architectural, chemical, 
trial, mechanical, metallurgicnl, mining . 

civil, electrical, mechanical, petroleuri 
Louisiana State University .- - Chomical, ( ivil, eletrical, 

Oregon State College . - Chemical, civil , electrical. 
mechanical, petroleum . 

mechanical. 
Lovigrille University of. - Chomical ( c- ), civil (r - r ), Pennsylvania State College. - Architecturn ), ceramic 
electrical (c-r), mechanical (c-r). 

( verainice ), chemical, civil, oloctrical, fuel technology , 
Maine , University of.-- -Civil, electrical, general (f), industrial, mechanical, mctallurgical (metallurgy ), mining 
mechanical 

petroleum and natural gas , sanitary . 
Manhattan College. - - Civil , electrical. 

Pennsylvania , University of. - Chemical, civil , electrica ) 
Marqutte University . - - Civil (c), electrical (c ), mechani- mechanical. 
cal (o ). 

•Pittsburgh , University of Chemical (0 -r), civil (1 -7 ) 
Maryland , University of . – Chemical, civil, electrical, electrical ( c -r ), industrial ( c -r ), mechanical motallurgical 
mechanical 

( 0-1), mining (0-1), petroleum (0 -r ). 
Massachuselts Institute of Technology . - - Aeronautical, Pratt Institute . - Electrical, mechanical 
building and construction , chemical, civil ( includes option 

Princeton University . — Chemical, civil , electrical 
in sanitary engineering) , electrical ( 0 -1 ), gunernl ( 6) , indus 

mechanical 
trial (business and engineering administration ), mechani 

Purdue University . -- Aeronautical, chemical, civil, ele 
cal ( C -7 ), metallurgical (metallurgy ), naval architecture 

trical, mechanical, metallurgical 
and marine engineering (including marine transportation ). 

hnolomu Chemical. 
Michigan , College of Mining and Technology. - Chemical, Rensselaer Polytechnic Institute . - - Aeronautical, chemi 
ci electrical, mechanical, metallurgical, mining . cal, civil , electrical, industrial, mechanical, metallurgical 

ill , 
Michigan State College. - Civil , electrical, mechanical Rhode Island State College . — Civil , electrical, mechani 

ca ). 
Michigan , University of. - Aeronautical, chemical, civil, 
electrical, engineering , mechanics , mechanical, mctal Rice Institute . - Chemical, civil , electrical, mechanical 
lurgical, naval architecture and marine engineering, trang 

Rochester, University of. — Chemical, mechanical, 
portation . 

Rose Polytechnic Institute - Civil , eloctrical, nechani 
Minesota , Universily Of.- - Aeronautical, chemical, civil, 

cal. 
electrical, mechanical, metallurgical, mining , petroleum . 

Rutgers University . — Civil, oleotrical mechanical, mini 
Mississippi State College. — Civil , electrical , mechanical. 

tary 
Missouri School of Mines and Metallurgy . - Ccramic, 

Santa Clara , tiniversity of - - Civil , clectrical, mechanical. 
civil , electrical, mctallurgical, mining (mine) ( including 

South Carolina , University of. — Civil , electrical. 
petroleum option ). 

South Dakota State College -- Civil, electrical, mechnni 
Missouri, University of. - - Chomical, civil , electrical, 

cal. 
mechanical 

South Dakota State School of Mines . Civil , electrical 
Montana School of Mines .-- Geological, metallurgical , 

general (1) metnllurgical, mining . 
mining. 

Montana State College.-- Civil, electrical, mechanical Southern California , University of. - - Civil electrinn ! 

Nebraska , University of Agricultural, architectural, mechanical, petroloum . 
ojyil , electrical, mechanical 

Southern Methodist [ niversity -- Civil (c-r ), electrical 
Nevada , University of. - Electrical, mechanical, inining. (0 -1 ), mechanical (r -r). 
New Hampshire , University of. - Civil, electrical, Stanford Univeraity . — Civil , electrical, mechanical 

metallurgical, mining , petroleum 
mechanical 

Stevens Institute of Technology . General (h ) 
New Mexico College of Agricultural and Mechanic Arts. -- 
Civil, electrical, mechanical . 

Swarthmore College. - Civil, electrical, mechanical. 
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Syrdoune University . — Chemical, civil , electrical, indus 
triul administrative ), mechạnical. 

Tennen800 , University of - - ( hemical, civil, electrical, 
mechunical. 

Texas, Agrcultural and Mechanical College of. - Aero 
nautical, chemical, civil , electrical, mechunion ), petroleum 
(4 and 5 -yenr courses). 

Texas College of Mines and Metallurgy - Miring (mining 
option ), mining gcology , (metallurgy option ). 

Texas Technological College. — Civil , electrical, mechani 
cal. 


T exus , University 08. - Architectural, chemical, civil, 
electrical, mechanicul, petroleum ( petroleum production ) 

Toledo , University of — Gencral (c -f). 
Tufts College . - Civil, electrical, mechanical. 

Tulane Universily of Louisiana . ( ivil, eloctrical, 
mechanical 

Tulao , University of -- Petroleum (inclurling options in 
retining and production ) (< -> ) 

Union College. - Civil , electrical. 
United States Coast Guard Academy . — ( eneral (0) 
Utah State Agricultural ( olleyo. — Civil 


Utah , University of - l ivil, electricnl, mochunical, 
metallurgical, mining . 

Vanderbilt University . — ( ivil , electrical, mechanical 
Vermont, University of Civil, cloctrical, mechanical. 
Villanova College. — Civil , electrical, mechanical 
Virginia Military Institute . - Civil, clectrical. 

Virginia Polytechnic Institute . - Ceramic , chemnicul, 
civil , olectrical, industrial, mechanical. 

Virginia , Univeraity of Chemical, civil , electrici, 
mechanical, 


( a ) Accrediting applies to the day and evening cur . 
ricula . 

(b ) Accrediting applies to the 4 - year and 5 -your cur 
riculn lcading to the bachelor of science degree . 

(c ) Accrediting applies to the co -operative curriculum 
only . 

(C -T ) Accrediting applies to both the co -operative and 
regular curricula . 

( 11 ) Accrcditing applies to day and to 6 - year evening 
curricula in the Cooper Union School of Engineering as 
submitted to E . C . P . D . 

( e ) Accrediting applicy only to curriculum as submitted 
to E .CP ) and upon completion of which a certificate is 
issued by Harvard University certifying that the student 
has pursued such a curriculum . 

The accrediting of a curriculum in general Engineer 
ing implies entisfactory training in engineering 
sciences and in the basic subjects pertaining to several 
fields of engineering ; it does not imply the accrediting , A6 
4cparato curricula of thoso component portions of the 
curriculum such a civil, nechunicul, or clectrical engineer 
ing that usuully are offored as complete professional 
curriculuı leading to degrees in these particular fields 

( 9) On July 24 , 1940 , Illinois Institute of Technology 
wils formed by the consolidation of Armour Instituto of 
Tochnology and Lewis Institute . Curricula now ligted 
under Ulinois Institute of Technology woro listed under 
Armour Institute of Technology before October 24 , 1940 . 
List of Accrerlited Curricula of Technical Institute Type. 

Academy of Aeronautica ( LaGuardia Field , N . Y .) . 
Aircraft design and construction (resident full- time pro 
grams and rouident purt-time evening programs) ircraft 
inechanics and maintenance (resident full- time programs 
and resident part-timo evening programa) . 

Aeronaulical Institutr , Howthorne, Calif .- Electrical 
engineering , 

Aeronautical University , The (Chicago , III) — Aerona 
utical engineering drnfting . 

Bliss Electrical School ( Washington D . C .). - Funda 
mentals of industrial electricnl engineering. 

Capital Radio Engineering Institute (Washington , D . 
( ) - Residence course in practical radio engineering , corraq 
pondence course in practical radio engineering . 

Franklin Technical Institute (Boston , M988 .). - Indust 
rinl electricity . 

Wentworth Instituto ( Boston , Ma88. ). — Machine con 
strurtion and tool design , steam and Diesel engineering, 
architeotural construction , oloctrical construction . 


Washington , State College of. – Architoctural, civil, elec . 
trical, mechanical (basic option ), metallurgical, inining 

Washington University . - -Architectural, civil , electricul, 
industrial (administrative ), mechanical. 

Washington University of. - Aeronautical, ceramic , 
chemical civil , electrical, mechanical, metallurgical, 
mining 

Wayne Univorsity . — ( ivil, electrien ), mechanical. 

Wobb Institute of Naval Architecture – Naval architec 
ture and marine enginooring . 

IVest Virginia University . — ( ivil, electrical, mechanical, 
mining 

Wisconsin , University of. — Chemical, civil, electrical, 
mechanical, metallurgical, mining . 

Worcesters Polytechnic Institute .--- Chemical, civil, elec 
triqal, mechanical. 
Wyoming, University of. — Civil, electricul, nechnnicnl. 

Yale University . Chemical, civil , clectrical, mechani. 
cal, metallurgical (metallurgy ). 

Explanatory Notes 
With the exception of the chemical engineering curricula , 
this list is corrected up to October 24 , 1947, and is subject 
to continunl revision . It applies only to curricula whichi 
have been inspected by the committue on engineering 
schools , whether conducted on the usual plan of operation 
or on the nuclerated plan At tle request of the Council 
of the American Institute of Chomical Enginoers due to 
the effects of the war upon clucation in chemical engineer 
ing , all accrediting of chemicnl engineering curricula 
cenged with the 1943 list Until such time as rensonably 
normal educational activities in the chemical engineering 
fields have been resunied ud me eximinntions made, 130 
current list for this division of engineering will be 
published , 


APPENDIX II 
List of University degrees which will be recognised for 

admission to the examination 

[ Vido Rule 18 (ii) 
Cambridge .- Ordinary degree B . A in Engineering , 
provided the graduate has passed in the principal subjecte , 
Ingineering I. Engineering II and Engineering III. 

Glasgow .- B . Sc . in Naval Architecture (Honours or 
ordinary degree ). 

Durham . - B . Sc. in Marine Engineering . 


Aberdeen . - B . Sc . in Engineering ( IIonours or ordinary 
degree). 


NOT . - Tho above degrees will be 100epted only if takon aftor 
three years study find the passing of the rognlar oxaminations in the 
Heveral Universition . The oonditions as to three yoare study will not 
however, apply to Indians who , having takon an Indian degree , whloh 
exempts them from part of tho University oourne , shall have taken 
one of the above degrees in less than three years in accordanco with 
the regulations of the University concerned . 

H . C . GUPTA , Dy. Secy 
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New Delhi, the 29th August 1949 

6 . Shri M . B . Sarwate , Director of Communications, 
No . EL - II -181 (7). -- orrigendum - In the Ministry of 

Civil Aviation Directorate . 
ll orku , Minos and Power Resolution No. EL - 11 - 151 ( 7 ), 7 Shri K . V . Venkatachulam , Deputy SHCI HErwy, 
dated the 30th May 1949 , published nt page 710 of the 

Ministry of Communications 
Gazette of India , Part I, Section 1 , for para 2 os subse 8 Shri A , C . Bose , Deputy Secretary , Ministry of 
quently amended hv their Corrigendum No. EL - II - 151 ( 7 ) , 

Finance ( Communications) 
dated the 16th July 1949 , substitute the following — 

9 . Shri S . Neelakantum , Deputy Mucretary , Mivistry 
" 2 . Composition of the Committee : 

of Works, Mines and Power . 
The Committee will consist of the following : 

10 Shri S . Venkataramanan , Deputy Secretary, 
1 . Shri N . N Iengar , Chairman , ( entral Electricity 

Ministry of Finance . 
Commission . 

The above Committee may co -opt uditional inembers 
2 Shri E . R . Bhatia , Projects Engineer, East Punjab b may be necessary from time to timo, nominate s Joint 
Eleotrioity Branch . 

Secretary each from the Central Electricity Cominksion 
3 . Shri V . R Raghaven , Project Officer , Central and the Posts rud Telegraphs Directorate The Hend . 
Electricity Commission , 

quarters of the Committee shall be t Delhi and the l osts 

and Telegruphs Directorate will provide secretarial 
1 Shri H . N Shrivnatavil, Additional Chief Engi. 

assistance The term of office of the inembers will be ono 
ncer, Posts and Telegraphs Directorute . 
5. Shri B S . R4, Director of Telegraphs ( External 

S . NIELAKANTAM , Dy. Secy . 
Plants ), Posts and Telegraphy Directorate 

- - - - 
MINISTRY OF LABOUR 

Act, 1949 (XXII ) of 1949 ) , and rule 7 of the Woor Injuries 

Compensation Insurance Rules , 1943 , the Central Govern 
New Delhi, the 26th August 1949 

ment is pleased to publish the following account of the 
NO , LL . 42 ( 3 ). - In pursuance of sub -seotion (4 ) of Fe - War Injuries Compensation Insurance Fund for the fix 
tion 11 of the War Injuries (Counpensation Insurance ) months ending the 31st December 1948 : — 
Account of sums received into and paid out of the War Injuries Compensation Insurance Fund during the 2.X 

monthu ending the 31st December 1948 . 

— — — — — — 

- - - 
Roeipto 

Fuspenditure 
- - - - - - - 


year ." 


- - 


Partioulara 


Amount 


Prograss of receipte 
upto the end of 

31 - 12 4R 


Partimilar 


Amount during | Progress of 

the half- yoar expenditure npto 
1 - 7 - 48 to 31- 12 18 the end of 

31- 12 - 48 


- 


- 


- - 


- - 


- - 


RA 


A Pu . 


Advanoos of Premium 


. 


RA . A . P . 
63 , 85 , 127 558 ! . ( nmpensation undor the War In 

juries Compensation Insurance 
Sobona 


13, 377 


0 


| 2 . Remuneration and expenses of 

Clovernment Agente , oto . . . 


075 ,592 96 


| 3 . Expenses of the staff employod to 

do the work in the Provinces and 
At the headquartorn of tho Central 
Government 


1, 33 , 770 80 


4 


Exponsen of tiho additional staff 

mmployed to cope with the audit 
and aroounting arrangements : 


16 ,518 


5 


7 


1 


Miscellonoouh 


. 


. 


11, 124 


3 


6 


Total 


8 ,86 , 127 5 


8 


Total 


2 ,89 , 3804 


(a ) Thib agoouut, like t.bo previous one for the six months ending 30th Juno 1948 notified in the Gazette of India dated 26th 
Juno 1049 show the adjustments made in the books of the Accountant Goneral , Central Revenue upto the hooounts for Marob 1948 
Supplomontory II . Due to the non - receipt of the monthly tatamants of transaotione under the War Injuries Compensation InntiGA 
Sobamo from the Provincial Accounts Officers, the Accountant Gonora , Control Revenues could not carry out adjustments subsequent 
to Maroh 1948 . The ProVino Accounts Ofcon bave been idegested to submit tho records of tranfactions carried out by them 
utoder the War Injurios Compensation Insuraroo Sohome since the month last reported upon by them . The transuotions , if any reported 
by the Provinoial Accounts Offioers will be adjusted in the souounts for Maroh 1929 Supplementary . 


No. LL . 121 (2 ) ( 1) . - In pursuance of section 11 of the 
Employees State Insurance Act , 1948 (XXXIV of 1948 ) , 
the Central Government is pleased to accept the maigDA 
tion of Mr. Dharamsey Mulraj Khatau of his office of 
roeinber of the Employees Stute Insurance Corporat1011 
constituted under sections 3 and 4 of the mid Act 

No . LL- 1242 )( 2 ). - In 1muance of spacions 3 and 4 
of the Employees State Ingurance Act, 1948 (XXXIV of 
1948 ), the Central Government is plenner to direct that 
the following further amendment shall be made in the 


Notification of the Governnent of India in the Minista y 
of Labour No . SS . 21 ( 2 ) ( 2 ) , dated the 6th Septeinbey 
1948 , constituting the Employees State Inyulance l or 
poration , namely : 
In the said Notification , for item No. ( 19 ) , the follow 

ing item shall be substituted , namely : 


" ( 19 ) Shri G . D . Somani, 
Shri Niwas Building , Waudby Ronal, 

Fort , Bombay ." 
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NO . LL . 121 (4 ) ( 1 ). - In puistance of section 11 of the industry can be put ou ayomd fouting and be developoul 
Employees State Tusumild Irt, 1948 ( XXXIV of 1948 ). abdi piediuin of education und heulthy entertainment, 
the Central Governinent is ploubed to accept the resigne 2 . The Government of India have therefore decided to 
tion of Shri Dhuramsey Mulraj Khatau of his office of appoint i Film Euquny ( onttur with the following 
member of the Mediend Benefit Council oonstituted under teuins of rolerence - - 
section 10 of the suid Aot , 

( 1) To enquire into the growth and the orgunisation 
No. LL . 121 /4 ) ( 2 ) . In pursuance of section 10 of the 

of the film industry in India and to indicate thu 
limployerony Stride 1150 LICA Irit , 1948 ( XXXIV of 1918 ), 

lines on which Turther development should be 
the Central Government is pleased to direct that the 

directod 
tollowing further amendinent shall be made in the Noti 

( 2 ) To uxamine what Tahusuyos should be adopted to 
fication of the Government of India in the Ministry of 

unablo films u ludia to develop into an effective 
Libour, lo . SS 21 (4 ), ( lated the 28th December 1945, 

instrument for the promotion of national culture , 
ronyututmg the Maulit ad Benefit Council , namely . 

oulucation and healthy entertainment . 
In the said Notification , for item ( 13 ) the following (8 ) To enquiro into the possibility of manufucture of 
itoin wall be substituted , namely 

raw um aud cinomutograph equipment in India 
" ( 13 ) Shri C . 1 . Somani, 

and to indicate what stundards and principles 
San Niwas Building , Waudby Road , 

should be adopted for the import of law film and 
Fort , Bombay ." 

equipment and for floutation of new Companies 

;} Thu l ornmittel will be composed as followm : - 
N . M . PATNAIK , Dy. Secy . 

Chairman 
- - - 

Shri S K Patil , Meinber , Constituent Assembly 
All Dell , the 30th August 1949 

Vembers 
No. PF . 19 ( 18 ). - In leicht up of tho powers conlerred by 

Shri M Satyuarıyana , Member , ( onstituent Asseur! 
mulb section ( 1 ) of mert1011 10 of the Coal Minck Provident Shu 1 Shantarnın , Rukunal Kalimandir Ltd , 
Fund and Bonus Schrmem Art, 1948 (XI. VI of 148), the Bombay 
( entral Goverment je pleased to appoint Mr. A B ShriB N Sircar , New Thentics Ltd ., Calcutta 
L innad to be an Inspector for tho purposes of the Coal 

Dr . R 1 Trpatby, Inart of the Itistory Department, 
Vines Provident Fund Scheme and the Coal Mines Bonus 

Allahubad University . 
Schente und to dert that he shall in relation to coal 
minee ( Vercise the power and perform the functions ol 

Shri V Shankar, IOS , representing Information and 
Insper tor under the said Act in the Povinces of West Broadcasting Ministry 
Arng , Bihor the control Provinces and Bernr and Shr S . Gopalan will art As Secretary to tho Committee 
Orix414 

4 . The Committeo will visit important centres and will 
take evidence in accordance with the terms of roference 

L ersons who desire to be called as witnesses should apply 
- - - - - - 

- 

- in writing to the Secretary , Film Enquiry Committee , 
MINISTRY OF INFORMATION AND BROADCASTING 

( / o Ministry of Information und Broadcasting , Govern 

irent of India , New Delhi, giving their full names and 
RESOLUTION 

addresses together with a brief memorandum on the points 

on which they desire to give ovidence It will of course 
Vor Dell , the 29th August 1949 

rest with the Committee to decide what evidence they 

will hear , 
No. 36 3 / 48 - 3". - The question of having an enquiry into 
The liqu industry has been attracting for some time past 

ORDER 
TUCIemang publu Attention and has more than once been 
brought to the notice of the Govornment of India The 

ORDERED that it copy of the above Resolution be 
helst umuy into the lim industry was held as long ngo 

published in the Garotte of India and communicated to 
olan 1927-28 and 1( A than the industry has grown con 

the Ministries of the Government of India , the Cabinet 
sadenbly Haung regard to the importance of the cinemn 

Secretariat , the Prime Minister s Secretariat , and to all 
mmolan and the magnitude and complexity of the 

Provincial Governments and Administrations and to tho 
problema lelutiny to fluns the ( tovernment of India Ministry of States for communication to States and States 

ongue it aswantin to hire thorough enquire conducted Unions and a copy be also forwarded to the Secretary to 
les i pecal commttee which can investigate the whole the Committee for the information of the Committee 
position and higgest mans hy which this important 

P . O CHAUDHURI , S 


mune-4 puercise the 


Trumpeter use the proceed that he shall in relations bonus 


wide Act in the Provincess centre 


- 


